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world’s most nearly perfect 
hospital furniture 


Royal's new FiseR line offers you patient-room furniture of ¢ 


ing beauty, unequalled Hexibility ind minumum maint 


lops panels drawer-fronts are made of virtually indestructible 


clean Fiberesin — the super-wood” that won't burn, chy 
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A WHEEL STRETCHER SPECIFICALLY DESIGNED 
FOR THE OBSTETRICAL DEPARTMENT 


This wheel stretcher with its exclusive “break top” is a real 
asset to any obstetrical department. It can be converted 

from a stretcher to an OB examining table in a matter of 
seconds. Although basically a stretcher, the numerous 

special features of the CONVER-TABLE have made it what many 
have referred to as “the most versatile stretcher in today’s 
market.” It lends itself to a maximum variety of applications, 
alowing this unit to replace several pieces of equipment. The 
Conver-table is ideally suited for an OB examining table, 

labor bed and OB recovery stretcher. This unit, when 
necessary, can even be conveniently used for labor, delivery 
and recovery without transferring the patient 

The Conver-table is a valuable adjunct 

to any obstetrical department 


The Hausted Manufacturing Co 
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to be sure she sleeps 


Litty 


QUALITY #EStAeCH  mTEGRITY 


SECONAL SODIUM insures needed rest... 


When a physician feels that his patient must have rest, Seconal Sodium 
often provides the welcome solution. It is both the fastest and the shortest- 
acting oral barbiturate he can prescribe. Whether the problem is simple 
insomnia or anxiety over a surgical ordeal soon to come, Seconal Sodium 
induces the sound sleep he wants his patient to have. The usual hypnotic 
adult dose is 1 1/2 grains. 

Seconal Sodium is available in 1/2, 3/4, and 1 1/2-grain Pulvules®. It is 
also supplied as ampoules, powder, suppositories, and Enseals* and as 
Elixir Seconal®. 
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now available... 


CUBE-PAC 


~ plastic blood collection and transfusion unit 


the NEW 
dimension 
in 

blood- 
banking 


Samples and 
literature to Hos- 
pitals and Blood 


Banks on request. 


CuBE-PAC is a nonwettable, pliable plastic unit, containing 72 ml. of ACD 
formula A, U.S. P. and N.I.H. for preservation of 480 ml. of blood. Individ- 
ually packaged with disposable, sterile, nonpyrogenic blood collection set, in 
laminated-foil paper vapor-barrier envelope, protected by an outer shelf carton. 


ADVANTAGES 


1. Outer retainer insures automatically meas- 
ured volume. Unique “‘pop-up” indicator flap 
signals completion of collection . . . guards 
against overbleeding problemas. . 

2. Storage, before use, saves approximately 
60% of shelf space over conventional blood 
collection bottles. 

3. Cubical shape assures comparable savings 
in refrigeration storage. 

4. Stands alone . . . no racks, hangers or 
special equipment required for support. 

5. Attached identification label flap provides 


for permanent, tamper-proof pilot tube and 
two additional serology tubes 

6. Identification label flap provides convenient 
writing surface, or for affixing special in- 
stitutional labels. 

7. Adaptable to all Plexitron’ administration 
sets, including Series and Y-Type sets. Com- 
plete closed system .. . no venting required. 
8. For plasma aspiration either Plasma-Vac 
bottle or corresponding plastic unit are avail- 
able as preferred. 


For those who prefer plastic blood therapy units, CUBE-PAC affords every modern advantage. 
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TIME-TRIED DIACK 
CONTROLS 
1909 - 1959 


HOW ABOUT 
“NEW MODEL” 


AUTOCLAVES ? 


“Outside” styles may 
change with the years, but 
the “inside” principle of 


your autoclave is the same. 


And, a “check at the middle 
of a bundle can’t be ques- 
tioned”. So, with “old” or 
“new”, use a Diack in each 
pack. 
* 

Go back to the first princi- 
pies of cleanliness, and ster- 
ility; and you will control 


the staph problem. 


Smith & Underwood 


and Inform Controls) 


Royal Oak, Michigan 


Diack Contot: 
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They Make Paper Work 


Potential military use of disposable 
paper-base clothing items for hospi 
tals is being studied at Brooke Army 
Medical Center, Ft. Sam Houston 
Tex 

The user tests are expected to indi 
cate the general adequacy of paper 
clothing items, properties that must be 
incorporated into an acceptable gar 


* 
i 


Above: Everything but the surgical 
instruments and operating table are 
made of paper in this demonstration 
test of the new disposable products. 





Above: Nurse assists a surgeon in 
donning disposable surgical gown 
Caps, boots, masks and uniforms are 
among the garments being tested 


ment, and any particular problems a: 
sociated with their use 
Medical Center 
wear-test during normal operations 


the following items, all fabricated of 


personnel — will 


For additional information, use postcard facing Cover 3. 


paper-base material: surgeons’ caps 
surgical gowns, jackets and trousers; 
nurses’ scrub gowns, caps and floor 
uniforms; operating room boots, pa 
tients’ examination gowns, dental and 
patients’ bibs, and surgical masks 
Other items such as paper bed linens 
will also be evaluated 

Army technologists see in the new 
paper products an unparalleled versa 
tilitv. For example, in paper rein 
forced with interwoven cotton or linen 
fibers the layering principle can be 
adopted; through proper design, each 
laver can be given a specific function 
Thus a surgeon’s gown could be made 
so that perspiration could be absorbed 
in the inside and blood on the outside 
A water repellent or nonwettable in 
ner laver would keep the two separate 
Because of the low cost of the paper 
it is anticipated that the end product 
can be classed as expendable, the 
army reported 

These paper-base materials could 
be helpful in meeting logistical re 
quirements in case of national emer- 
gency in which conventional linens 
might become critical items in short 
supply, the army quartermaster corps 


said 


Everyone Was in the Act 


Visitors, patients, emploves, trustees 
volunteers they all knew that May 
10 to 16 was National Hospital Week 
at Baylor University Hospital, Dallas 
They were all involved in at least one 
phase of the activities 

Employes wore a badge during the 
week with the theme: “Your Hospital 
Plavs Many Roles in Providing More 
Roads to Recovery.’ Employes also 
participated in an essay contest and 
held a hobby show to which the public 
was invited. Employes visited the 
show during the day and volunteers 
served as hostesses 

One patient was crowned Queen of 
National Hospital Week by a trustee 
and was presented a bouquet of roses 
The crown used for the ceremony was 
made by the young daughter of one of 
the hospital volunteers. 

On Mother’s Day, which coincided 
with the opening of the week's ob- 
servation, new mothers were pre- 
sented a box of candy from the ad- 
ministrator with a note of congratula- 
tion 


rhe public's attention was called to 
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Finger Tip 


Control 


FOR ANY BED POSITION 
(UP —- DOWN = SITTING —- KNEE REST) 


ALL-EKTRIK 
BED 1494-AEG 


Raise and lower the spring height, adjust to any gatch 


position, smoothly, silently, at the touch of a finger 


with Hard’s new completely automatic bed 


HARD 
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MANUFACTURING 
COMPANY 

117 Tonawanda Street 
Buffalo 7, New York 


SO LITTLE MORE 
PROVIDES S \ MUCH le). d: 


with HARD'S 
ALL-EKTRIK 


BED 1494-AEG 


Safti-Lite 
below foot panel. Red light re 
mallal tL MAL LA di) LAE) Oe ee 


other than lowes! positior 


All Positions 
controlled by buttons on Contro 
'@elirte) Operates on low voltage 


millhamp electronic circuit 


Patient Control 

is @ console that can be pos: 
Flels| em e ll right or left side of 
bed, allowing patient use with 
either arm. Can be washed safely 
Available in 6 button mode! 


(shown above) or 4 button model 


Cut-Off Box 
allows nurse to limit the patient's 
contro! of bed spring height, 


back rest, knee break 


FulCrumatic and Rolevator 
actions for spring height and 
gatch positions reduce wear, give 


smooth, silent operation 


J ol Tett-ih a Ol -t-tlelal-leMboJolalale 
can be manually operated in 


facet) Mel Mele) 2 Jamiellitia 4 


144 H.P. Sealed 
| =a Toh d a lom i ulehiels 
with gear reduction box ¢ 


no maintenance 


Write for complete Tahieiaiilelileiil 
on Hard’s new |1494-AEG 


For additional information, use postcard facing Cover 3. 








the event by a floral display in the 
lobby, candy handed out by volun 
teers, and tags that reminded visitors 
of the hospitals’ role in health. 
American Hospital Association post 
ers and charts giving general hospital 
information were displayed on bulle- 
tin boards in the waiting rooms 
Women’s auxiliary members and 
Bavlor Checkerettes, the 


volunteers, were honored at special 


teen-age 
teas and award 
Manyorie SAuNveERs, director of pub 
lic relations, Baylor University Hospi 
tal, Dallas 


presentations 
































Art-Cart Delivers Cheer 

Art is on the go at Peter Bent Brig 
ham Hospital, Boston, where an art- 
cart brings reproductions of well 
known paintings to patients. The cart 
operated by a volunteer group, visits 
about 100 patients on each of tw 
davs to let them select a print for 
their personal enjovment 

There is a wide variety, in subject 
matter and stylistic presentation, from 
Though 


limited to one picture at a time, a pa 


which patients may choose 


tient mav have two or three during 


a hospital sta\ 


and wash 


coNe 0 
rubber 


elastic 
handage 


The secret of Conco’s durability even after repeat- 
ed sterilizations and washings is quality. Combina- 
tion of high grade cotton and heat-resistant rubber 
threads in perfect balance assures a finer, more 
rugged bandage. Conco rubber elastic bandage is 
built with more rubber per inch for uniform 


controlled compression. 


Check the thread count, the rubber count; weight 
per square yard . . . it adds up to the best and the 
most economical bandage you can use — Conco 


RUBBER REINFORCED BANDAGE. 


CO 


CO SURGICAL PRODUCTS 


ONNECTICUT BANDAGE MILLS, INC 


BRIDGEPORT. CONN 


For additional information, use postcard facing Cover 3. 


The new patient service is a joint 
project of the volunteers and the In 
stitute of Contemporary Art. The In 
stitute donated the handv cart (shown 


here) and taught members of the hos 


Above: Two volunteers prepare to 
make the rounds with the art-cart 


pital art committee how to mount and 
frame the 250 prints now in circula 
tion 

Goal of the art-cart committee is 
to offer pictures to all of the hospital s 
patients. Between two and = three 
prints per patient are necessary in the 
cart’s stock in order to offer each pa 


tient a choice. the volunteers report 


No Vacation for Good Will 


Public relations doesn't take a vaca 
tion at West Jersey Hospital Camden 
N J... but emploves are prepared to 
take it along on their vacations 

\ mimeographed flver distributed 
to all hospital emploves encourages 
them to be roving good-will ambassa 
dors on their vacations. Entitled “Va 
cation Bound?” the 


phlet savs “Let's talk up our hospital! 


four page pam 


Here are a few general things about 
the hospital that vou mav have for 
gotten, o1 perhaps never knew 

Che fiver prepared by Public Rela 
tions Director James Donahue, goes 
on to list important statistics and the 
vears highlights, as well as some of 
the reasons the hospital has become 
well known 

When West Jersey employes are 
asked about the hospital in which they 
work, theyll be prepared to answer 
with pride,” the public relations News 
Letter of the New Jersey Hospital As 


socmjation comments 
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Stop “hospital staph” with Albamycin’ 


Just one patient with a staph infection can set off a hospital-wide epidemic. But even resistant strains 
of staphylococcus are meeting their match in Albamycin. Albamycin shows no cross resistance with 
any commonly used antibiotic, and is dramatically effective against unyielding staphylococcal pneumo- 


nia or superinfections of pneumococcal pneumonia. 
More and more hospitals have found that Albamycin treatment of the staph-infected patient is the 
best way to eliminate the staphylococcal threat. Let it protect your hospital, too 


...and for extra convenience, ALBAMYCIN is donee in the MIX-O-VIAL' 
for intravenous or intramuscular injection « g. novobi obiocin sodium 


with sufficient diluent In a separate compartment to give a tota 


Also supplied as 
Albamycin Capsules, 250 mg containing 250 mg. novobiocin, as 


Albamycin Syrup —a stable, aqueous, palatable suspensiot 


of no 
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Bright As All Outdoors 


Wallpaper brings trees, birds, but- 
terflies and balloons to the walls of 
Good Samaritan Hospital, Cincinnati 
Lounges, dining areas, and nurses’ 
stations in the new wing were deco- 
rated with unusual designs of wall- 
paper by the interior designer, Mary 
Louise Schum. 

On the ground level, wallpape: 
with a fanciful gay drawing of 19th 
Century balloons was used for the 
women’s lounge. The pink and orange 
colors used in the paper were repeated 
in the pink vinyl wall coverings used 


on the dado and in the orange vinyl 
covered pads of the chairs. A modern 


Danish light fixture repeats the shape 


of the balloons 

On the same floor, wallpaper was 
used in the area reserved for the doc- 
tors in the coffee shop. Since the cof- 
fee shop is named “Marydale,” a wall- 


yaper mural suggests a “dale” with 
pa} ge 


trees, birds and butterflies. 

Colorful wallpaper 
Frank Lloyd Wright is used on the 
area behind each of the nurses’ sta- 


tions. Because it is behind the desks 


designed by 


the wallpaper is not exposed to hard 


FLUIDS FLASKING SYSTEM 


Eliminates the hazards of water sterilizers . . 


. easy-to. 


handle Pyrex containers, available in range of convenient 
sizes, are filled with desired surgical or urological irri- 


gating solutions and autoclaved... . 


vacuum closures 


seal positively and maintain sterility until used . 
reusability of components affords maximum economy. 


THE MACBICK COMPANY 
YEPT. O BROADWAY + CAMBRIDGE 39, MASS. 


be) 
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wear, but its colors do brighten up all 
of the corridors around these central 
areas, Miss Schum explains. The de- 
sign is one especially suited for use 
with structural tile 

On the fifth and sixth floor lounges 
in the psychiatric department it was 
important to use color and design 
carefully. Soft blue and green, con- 
sidered most restful to the disturbed 
patient Schum 


savs. Gay touches of color in realistic 


predominate, Miss 
murals give a “country club atmos 
phere,” she explains, at a low cost 
The wallpaper tends to relieve the 
“institutional look.” It was used only 
in areas removed from really hard 


wear and has been treated with a 


Above: Special area of the coffee 
shop reserved for staff doctors is 
decorated with a wallpaper mural 


Above: Wallpaper is used behind 
nurses’ station to serve as color 
focal point for the whole corridor 


plastic coating that resists spotting 
Che coating is applied easily and ir 
expensively by the paper hanger, after 
the paper has been hung Miss Schum 
explains 

Sister 
trator of the hospital 


Eugene Marie is adminis 
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MMERCE TOR 


SARANSPUN provides dramatic beauty, long life and maintenance economy for 
nstitutional, industrial and commercial installations. It is inherently and perma 
néntly flameproof. Despite its soft hand, SARANSPUN is incredibly sturdy never 
fragile or brittle. lt w thstands abuse, won’ crack or flake and is unaffected by 
moisture and humidity. It maybe washed or dry-cleaned according to furnished 
instructions. SARANSPUN yarns are made of 80% solution-dyed saran fibers and 
20% solution-dyed viscose—a blend that assures greater fade-resistance in the 
finished fabrics. See SARANSPUN fabrics before you make your next curtain or 


drapery installation 


SARANSPUN WOVEN BY: J. P. STEVENS CO., INC. 


SARAN FIBERS PRODUCED BY THE FILAMENT AND YARNS DIVISION 


THE NATIONAL PLASTIC PRODUCTS COMPANY 


ODENTON, MARYLAND 


MANUFACTURERS OF NEVAMAR DECORATIVE LAMINATES 





LUXURIOUSLY 
LOVELY... 


FLAMEPROOF! 
POSITIVE 
FIRE SAFETY... 


NEVER FRAGILE! 
WONT CRACK 
OR FLAKE... 


RUGGED! RESISTS 
HARDEST WEAR... 


BEATING AND 
SCUFFING 
WONT FAZE IT... 


UNAFFECTED 
BY MOISTURE... 


MOTHPROOF! 
RESISTS MILDEW... 


WASH OR 
DRY CLEAN... 


SARANSPUA 
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the stronger the 
tuft line... 


... the longer 
the lifetime 


ANCHOR 


ALttL-NYLOWN 


SURGEON’S BRUSH 


112 lifetime tufts anchored in non- 
corrosive nickel silver 

Guaranteed 400 times—each Anchor 
All-Nylon Surgeon's Brush is guar- 
anteed to withstand a minimum of 
400 autoclavings 


Tufts are soft but firm and especially 
tapered for better scrub-up efficacy 
with more comfort 


Grooved handles assure firmer grip 
..<rimped bristles retain soap better 
Satisfied users are one of your hos- 
pital’s best assets. Why not please 
your surgeons by getting the best. 
Outstanding performance makes 
Anchor brushes the most economi- 
cal on the market. 


ORDER BY THE DOZEN OR BY THE GROSS THROUGH 


YOUR HOSPITAL SUPPLY FIRM 


Other outstanding Anchor products. . . 


Stainless Steel Surgeon's Brush Dispenser 
All-Nylon Emesis Basin : 
All-Nylon Drinking Tumblers == 


wabad sy aber 


ANCHOR BRUSH COMPANY 


® RA i N 


THE BARNS-ELY COMPANY 
‘ \ dice X? 4 


SAM Mart * 
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Which Will Educate the Public — 


Hospitals or Organized Labor? 


By Gordon Davis 


HE drive to unionize hospital employes, as it has emerged in 
New York and elsewhere, reemphasizes one of the most difficult 
public relations problems that has yet confronted 
hospital management 
Indeed, the basic issue is one that the public 
itself has refused to face. This issue has to do 
with paying the piper 
If the problem were clear-cut, its solution 
would be far easier. It is so muddled by passion 
and prejudice, however, that it is certain to be a 
Gordon Davis 
Few people will argue that a strike at the expense of sick people 


battleground for years to come 


can ever be justified on any grounds. Neither can it be maintained 
that hospital employes should subsidize the care of the sick by ac- 
cepting substandard pay and working conditions. At the same time 
hospitals are the objects of increasing public criticism because of 
rising costs — costs which arise overwhelmingly from payroll 

Thus we have a sticky public relations dilemma. If hospital em 
ployment continues to be less rewarding than employment in com 
parable fields, equalization will be brought about forcibly, whether 
by unions or other influences. If, on the other hand, payroll costs are 
allowed to increase radically, legislative restrictions on total costs are 
a serious likelihood 

One way or the other, the same dark alley looms ahead. The public 
is going to pay either in increased costs or decreased service 

The unionization matter, at its roots, is just one more manifestation 
ot an economic Crisis in the hospital field 7 he most serious problems 
of hospitals today have to do with money. Fundamentally, it is the 
money problem that has produced investigations, threats of legisla- 
tion, critical articles in newspapers and magazines, and now organ- 
izing campaigns 

So which public relations route is least likely to lead to ecanomic 
suicide? In my opinion, it is a complete reversal af direction. There 
is no good reason hospitals should not undertake a hard hitting cam- 
paign to upgrade the lot of their employes much as educational lead- 
ers have fought for better pay for teachers 

The mere suggestion is enough to cause general panic. Times are 
tough enough as thev are 

rhis is not a war that can be won defensively. It’s time to return 
a few responsibilities to the people. The people have created today’s 
costs situation. They have done so by insisting that adequate health 
care is more important than money, by supporting the physical ex 
pansion of the hospitals without regard for the circumstances of the 
human beings involved in their operation. They have done so by tacit 
assent to the general rise in wage levels that has done so much to 
put hospitals over an economic barrel 

Now the people must be told they must pay. The telling is not a 
pleasant assignment. But someone is going to have to do it and it 
will be done, either by the hospitals or by a third party suc h as or 
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Tired of Fighting the Bedsore Probiem? 


APP Units Are the Proved Way 
to Help Cure and Prevent Decubiti 


The Alternating Pressure Pad helps prevent and cure decubiti by automatically 
shifting body pressure points every two minutes as illustrated ...thus maintain- 
ing adequate circulation and preventing tissue breakdown. The combination of an 
APP Unit and normal nursing care starts granulation usually within a few days. 

Equally important, APP Units eliminate the constant turning of patients, 
(which in some cases adversely affects recovery) and provide passive massage on 
a 24-hour basis 

Thousands of APP Units are now in use. Many more are needed for private 
patients in hospitals and nursing homes. Units are available from leading surgi- 
cal supply houses for standard beds, respirators and wheel chairs 


APP Units ore manufactured solely by Alr Moss, inc., Cleveland, Oblo, U. S. A. 


MAIL THIS COUPON FOR ACTION 
THE 8. D. GRANT COMPANY 
805A Hippodrome Building 
: Cleveland 14, Obie, U. $. A. 


Please send complete details on APP Unita 


Please send APP Unit Clinical Reports 
your representative call me to arrange a demonstration. 


eeeeeeeeee 


Please have 


Street 


Uity 
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To provide every advantage for the new-born or premature infant... 





the NEW /4s o/erre/&é 





infant incubator by 


e True isolation 

e Ease of cleaning 

e Precise control of environment 
e Unique O>-limiting valve 

e Removable power unit 


e Molded plastic entry ports 


The new model C-77 Isolette infant incubator 
has been designed to provide many im- 
portant new features while retaining all the 
precise atmospheric controls of the earlier 
model. In addition all ISOLETTE accessories— 
the VAPOJETTE®, ISOLETTE ROCKER, and 
weighing scale—fit the new C-77 ISOLETTE. 


AIR -SHIELDS, INC. 


THE NEWLY DESIGNED ISOLETTE infant incubator (Model C-77) retains and refines all the outstanding advantages of 
the earlier model, and provides many important new features as well: 


True isolation—(!) by use of air from outside the hospital 
or, (2) by use of the new MIcRO-FILTER which removes 
99.50% of contaminants as small as 0.5 micron (average 
staphylococcus is 0.8 micron*) from nursery air. Thus, 
a constant supply of pathogen-free air from outside the 
hospital, or micro-filtered nursery air safeguards the 
infant from air-borne or droplet infection. 

Easily cleaned—one-piece, smooth aluminum condition- 
ing chamber, with rounded inside corners—no inaccessi- 
ble areas to become contaminated with bacteria. 
Relative humidity control—simple to operate and easy 
to clean—maintains stable R.H. as high as 85% to 
100% , independent of temperature. 

Temperature control within + 1°F. 

Efficient cooling system ensures safe incubator tempera- 
tures even when nursery temperature exceeds 95°F. 


14 For additional information, use postcard facing Cover 3. 


Unique O,-limiting valve—restricts concentration to 
40% even when high flows are used by unique “relief” 
valve which bleeds excess oxygen outside the ISOLETT! 
Low or high concentrations can also be maintained 


Removable power unit—compact, lightweight power 
unit containing heating element, operating and safety 
thermostats, and air-circulating blower fits snugly 
beneath conditioning chamber. The new power unit Is 
easily removed for replacement of parts. 

For additional information about the new, model C-77 
ISOLETTE, phone us collect (OSborne 5-5200) or write 
Air-SHIELDS, INC., Hatboro, Pa. In Canada: 8 Ripley 
Avenue, Toronto 3, Ont. Roger 6-5444. 


*Zinsser, H.: Bacteriology, ed. 11, New York, D. Appleton 
Century Company, Inc. 1957, p. 244 
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How to Cut Labor Costs and Improve Staff Morale 


I UBEX® ts the answer 


The increasing use of TUBEX closed-system in- 
jectables in modern hospitals reflects far more than 
a natural desire for assured asepsis, accurate dos- 
age, or even tighter narcotic security. It reflects a 
growing appreciation of the extent to which TUBEX 
cuts labor costs throughout the hospital. And in a 
time of rising wages—already at more than 70 per 
cent of hospital operating costs, and rising at least 
5 per cent annually—anything that will cut costs 


is most welcome. 


W hy it cutS costs 


That the TUBEX system actually does cut labor 
costs is abundantly clear. Because TUBEX car- 
tridges are pre-sterilized, pre-filled, and fitted with 
pre-sharpened, pre-sterilized needles, there is no 
need for central supply to handle them at all. For 
the same reasons, nurses are not bound by the 
standard, time-consuming routine of assembling 
syringes, sponging medication vials, measuring out 
doses, and rinsing syringes and needles. Inventory 
control and flow of supplies throughout the hospi- 
tal, including the ever-rushed pharmacy, is simpli- 
fied because medication is ordered, dispensed, and 


accounted for in multiples of single doses. 


How much it saves 


Precisely how much labor costs TUBEX will save 
in a particular hospital is not easy to predict, but is 
easy to see once it is installed. In a cost analysis" 
performed at a major hospital in 1958, when wages 
were not even as high as they are now, labor costs 
of the TUBEX system were half those of the con- 
ventional system. Considered in the study were 
nursing, sterilization, pharmacy, purchasing, and 
accounting costs. The author predicts, in addition, 
that rising wages will further increase the econo- 


mies made possible by TUBEX 
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Morale ts boosted too 


Something that cannot be measured directly in dol- 
lars and cents, yet which contributes to efficiency 
and, hence, to lower costs, is the morale-boosting 
capability of the TUBEX system. In a host of ways, 
TUBEX eliminates many of the bothersome situa- 
tions, major and minor, created by the conven- 
tional injection system. Cross-infection, for example, 
cannot be caused by TUBEX single-use injectables. 
Nurses can’t develop sensitivity due to spilled 
drugs. Always-sharp TUBEX needles make injec- 
tions more pleasant for both nurse and patient. 
And injectables are ready almost immediately for 


emergency use, 


Most complete selection available 
More than 75 per cent of commonly administered 
hospital injectables are available in TUBEX form— 
precision, all-metal syringes and glass cartridge- 
needle units. Uncommon medications not yet avail- 
able in TUBEX form can be administered by means 
of empty, sterile units. Thus, every need for inject- 


ables can be met readily and conveniently 


If you want to learn more 
To learn more about TUBEX, and how it can 
benefit your hospital, please see your Wyeth Terri- 
tory Manager or write to Wyeth Laboratories, 
P.O. Box 8299, Philadelphia 1, Pa. 


| Gaza — 


1. Nelson, K.R., Jr., M.S.: Revised Hospital Med- 
ical Injection Costs Study (1958), Hospital Manage- 
ment, (July) 1959. 
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inside the hétcell. Outside, protected behind the ~ 
five-foot thick window, the technician manipulates 
slave hands to load a Picker-encapsulated Cobalt 
60 source into its shipping container 

oe ae lll al 





million-curie hotcell 


This is the swing door 

that gives access to the 

Hotcell in the new Picke1 

Research Center in Cleveland. Its 
looming mass ( forty tons deadweight 

gives you some idea of the clifflike shield- 

ing required to contain the 1.000.000 cur- 
ies of radioactivity the cell can safely 

handle. 


Here will be “packaged” radiation ther 
apy sources of customer-specified curie 
content or rhm output. To users of such 
sources this encapsulation service will 
bring many benefits. For one thing, a 
large isotope inventory and rapid turn 
over will make promptly available—and 
at attractive rates—radioisotopes other- 


wise scarce (good example at this writing 
is Cesium 137 ). For another, a brisk traf- 
fic in reencapsulation of used sources 
promises to appreciate the trade-in value 
of partially-spent material. 


Other areas of the Center—among them 
a “gamma garden”, a hot chemistry labor- 
atory, an instrumentation division for 
nuclear medicine—will be devoted to pure 
research: to seeking out new and better 
and safer ways of harnessing radiation to 
the service of medicine and industry. 


Next time you're in the Cleveland area 
come see the fascinating wonders and up- 
to-the-minute facilities of this new plant. 
The latchstring is always out 





The Picker Research Center at 1020 London Road in Clevelan 


if it has to do with it has to do with 
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plug set into center of stop- 
per with a quick thrust 


ii) lf 


ae 


quickly invert bottle to vis- 
ually check for vacuum 

to automatically establish 
fluid level in drip chamber; 
clear tubing of air and infuse 


CUTTER 
'Patent Pending Nee 7 


IV. 
TANDEM 
SET-UP 
with 


"28" tandem hookups are easier 
save time and temper 


BLOOD 
TANDEM 
SET-UP 
with 





AF TIF 


(with screw cap) 


THE FIRST 
MAJOR ADVANCE 
IN SOLUTION 
SYSTEMS 
SINCE 
DISPOSABLE SETS — 





in the operating room 


For all rinsing and cleans- 
ing procedures wherever 
a Sterile, pyrogen-tested 
solution is needed. 











in the emergency room 


Cleansing and irrigating 
of wounds. 





at the bedside anywhere in the hospita/ 


z>* 


7 


For regular parenteral ad 
ministration. Provides easy 
access for those physicians 
who wish to pour additives 
into solution. Contents of 
flask may be administered 
vith |.V. set connected to 
the luer outlet of a specia 
polyethyler 
achment with air-inletting 
filter. Contents of flask can 
also be withdrawn with a 
syringe through luer out- 


let opening. 


Ye screw-cap at 





RECORDS* CONTROL CENTER FOR HOSPITALS 





* Master patient index. Standard nomenclature of diseases and operations. 


Controlling medical records trom : 


station is the most practical way 


hospitals 


With the KARD-VEYER 
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EX irc@lectric 


ta Universal Hospital Beds already 
in use throughout the U. S. 
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If your hospital would like to have the CircOlectric demonstrated, or use the bed 
on a 30-day trial basis without obligation, simply write... or call us today. 


PITAL EQUIPMENT 


OrthopedicFrame Compas 


’ 
Cr ago Exclusive Agent for Export Schv "#S NY 
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Doctors say colorful rooms 
help patients get well sooner 


We color-styled our hospital with 
Pratt & Lambert Calibrated Colors® 
and it gave patients a big lift. An- 
other big reason for choosing P&L 
was long-range economy. 

Washable Pratt & Lambert New 
Lyt-all Flowing Flat, which we used 
on our walls, and tough-but-elegant 
Vitralite Enamel, now on our wood- 
work and trim, are easy to keep 
clean and new-looking. 


This is typical of the enthusiasm 
displayed by administrators of hos- 
pitals where P&L has been used. 
And remember... Pratt & Lambert 
Paints and Varnishes cost less to ap- 
ply, because they’re easier to apply. 

Assistance on color selection, 
product specification, and effecting 
maintenance economy is yours for 
the asking. Clip the coupon. We'll 
be glad to help you. 


PRATT « LAMBERT-INC. 


Visitors too, find 
hospitals more 
pleasant when 
reception rooms 
and corridors are 
color-styled with 
Pratt & Lambert 
Calibrated Colors®. 


Name 


75 Tonewonde S$t., Buffale 7, N. Y. 
In Canada: 254 Courtwright $t., Ft. Erie, Ontario 


[ I would like color suggestions by an 
experienced Pratt & Lambert representative 


Address 


a 
| 
! 
| 
(0 Please send me free color cards. 
| 
| 
! 
| 
| 
| 
| 


PRATT & LAMBERT-INC. 
A Dependable Name in Paint Since 1849 


NEW YORK ¢ SUFFALO «+ CHICAGO «+ FORT ERIE, ONTARIO 
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COST-CUTTING PROGRAMS 
FROM HOBART 


For more than 60 years every advance in kitchen 
techniques has been matched by a new Hobart 
development. This leadership and unsurpassed 
experience make it possible for Hobart to offer 
you proven cost-cutting programs designed to 
improve your food preparation and dishwashing 
operations. 

Here are but a few ideas that can improve work 
patterns...increase productivity...give you menu 
variety of increased appeal...reduce costs. For 
each idea there is a specific Hobart machine, 
matched in size and capacity to your particular 
needs. And every work-saving Hobart machine 
is rugged, long lasting, super- productive, easy to 
clean and keep clean. 

For the industry's widest selection of production- 
planned machines, contact your nearby Hobart 
Representative. Ask about programs ideally suited 
to solve a problem of yours. The Hobart Manu- 
facturing Co., Dept. 306, Troy, Ohio. 
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PORTION-CONTROLLED SLICING 


Cleaner, faster 
trolled Slicing of ¢ 
con meats, ham 
—e a with all Hobart 
ae € reason for this un- 
sed performance is th 
solid stainless. Stay-sharp blad cS 
Every blade is made ieanae 
clusive Hobart process thee 
controls quality from Castin of 
ae metal to finished blade. 
imho razor-sharp 
% ver 
blacken like enfinaey tle 4 
Free of dirt and juice-trapping 
crevices, your Hobart slicer is 
easily and quickly cleaned : 
without use of tools ~ 


Portion-con- 
heese, lunch- 
and corned 
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Send Coupon Now! 


root vogetad! 
welt bart design is the 

The Mobert Manufacturing Company 

Dept. 3046, Troy, Ohio 


Please send more information on cost-cutting 
programs: 


6 8 


- ing known— 
livers finest —- wniform 


bruising. 9° 
output easily cleaned 


Location 


The Most Complete Line with Nationwide Sales and Service 


cunt MACHINES 


The World's Oldest and Largest Manufacturer of 
Food, Bakery, Kitchen and Dishwashing Machines 


Address..... 
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SURGICAL | 


SHOCK 


THOUSANDS NOW SURVIVE 


with today’s improved management of 


shock, including the use of Levophed. 


With Levophed “... necessary surgical 
procedures were attempted which 
could not otherwise have been done.” 
“,.. the most potent and fastest acting 
of the vasopressor agents.” 


lifesaving 
Retere 
iene ‘a 3 sadss * Levo} hed: natural 
1957 ast 
“eo nop LABORATORIES Ne 





Skilled Hands and Fine Equipment 
Make a Successful Surgery Team 





Providing untailing abdominal suction. the 
Gomco No. 930 Cabinet Model § t n Unit 
is an important member of the skilled surgery 


eam shown above. 


The convenience of the Gomco No. 930 Explo- 
sion-Proof Suction Cabinet is unsurpassed. It is 
easily movable on its large, smooth-rolling. con 
ductive rubber-tired casters. Regulator valve and 
precision gauge permit accurately controlled 
suction from 0” to 25” of mercury. Gomco 
Acrovent® overflow protection — automatically 
prevents flooding of the suction bottle, thus 
protecting the pump from damage The clean, 
streamlined appearance of the 930 enhances the 


prote ssional atmosphere of an ethcient surgery 


No wonder successful results are achieved by 
skilled hands assisted by Gomco — designe 
built for a long life of reliable, trouble-fr 
formance. Ask your Gomeco dealer fora d 
stration of the N« 30, or any of 


quality inits in the Gomco line. Phone hu 


824-H E. Ferry St., Buffalo 11, N. Y. 
Distributed Ourside the U.S. A. and Canada t INTERNATIONAL GENERAL ELECTRIC COMPANY 
150 East 42nd Street, New York 17, N.Y 
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ANNOUNCING 


PANHEPRIN 


(Heparin Sodium, Abbott 


NOW IN A COMPLETE 


AND CONVENIENT LINE 
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ABBOTT 


PANHEPRIN is the new name for Abbott's line 
of heparin sodium solutions. Its choice of con- 
centrations is helpfully wide, and its array of 
containers gives added versatility. 

Each year medical demand for heparin has 
increased. Physicians now are widely employ- 
ing it for lipemic clearing, as well as for a 

ABBOTT HEPARIN SOLUTIONS variety of anti-coagulant uses. The new 
PANHEPRIN line is Abbott's response to this 
demand. 

Below are described individual members of 
the PANHEPRIN family. Particularly worth 
notice is the new 40,000 unit vial. Your Abbott 
man will be glad to supply you literature, in- 
cluding clinical data on the 40,000 unit vial. 
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—_ 
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40,000 units/mi. New high concentration provides 40,000 
USP units per mi., in 2 mi. vials—useful both in hyperlipemic 
and anticoagulant therapies. Other PANHEPRIN vials and 
ampoules available with 20,000, 10,000, 5000 and 1000 units 
per mi 

Disposable syringe The ABBOJECT® Disposable Syr- 
inge is not only convenient for the medical staff, but also 
well suited to patient self-administration. It provides 20,000 
units of PANHEPRIN, giving about 12 hours’ effect from 
intramuscular injection 

Biood containers For isolated perfusion procedures, 
PANHEPRIN in Saline, 1500 or 1800 units, is available in 
siliconed 500 mil. ABBO-VAC® bottles; and 2000 units, avail- 
able in your choice of ABBO-VAC or NON-VAC® bottles, 
or PLIAPAK® plastic bags 
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1 told you our 
reputation would rise 


169 Pedal Valves! 


PEDAL VALVES and 
SERVICE FITTINGS 


Take the right step to fast, sanitary 
water dispensing. Specify modern 
T&S “stream-mated,” streamlined 
Pedal Valve systems. Companion 
units available for hospitals, 
institutions, and food service areas. 


ARNCO 


CUBICLE CURTAINS 


Slide Silently 


ON NYLON GLIDERS 


Sanitary Water Flow Poesia aie toonsige 


AT THE TOUCH OF A TOE! Especially designed curtains for proper ven 
8-503. Combination tilation and privacy. Flame-proof, non-toxic 
Pedal Mixing and durable. Can be laundered repeatedly 
Valve for hot and , regardless of type of soap or detergent used 
cold mixing and retain flame resistant properties for the 


life of the curtain 


A. R. NELSON CO., INC. 
8-520. Gooseneck Noz 38-35 Crescent St. 
tle with dummy base Long Island City 1, N.Y. 





8-560. Code 
8-502. Type Dummy 
Double Peda! Nozzle 
Valve for 
hot and cold 


BED PAN WASHER AND 
GENERAL UTILITY SPRAY 


Glider with beod 
chain and closed 
hook or special tape 

sewed on curta 


See you cal dealer or write direct 


a f~ 
for specific Bulletins of complete 174 e) 
PLUMBING SPECIALTIES” catalog : 
. — Write for 
ae | literature 


| T&S BRASS AND BRONZE WORKS, INC. 
128 Magnolia Avenue, Westbury, t.1.. New York * fDgewood 4-5104 


America’s Most “Flexible” Line of Water Feed Equipment! Pre-Rinse + Glass Fillers 
Water Stations + Faucets * Pedal Valves & Service Fittings * Spray Hoses + Accessornes 


i 
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THE ALL NEW 





4i 4é 
AMERICAN SOO OBSTETRICAL TABLE 


Years of research in obstetrical posturing have been combine 
with a completely fresh design approach in developing the 
Amsco ‘‘800” table. The result is an obstetrical table so com 
so maneuverable and so efficient as to be truly revolutionary in 
its advantages for operative as well as perineal route delivery 

Excellent delivery approach 
From the narrow, flowing lines of the flexible top to the + 


permanent or portable power base the “800” is new 


Svery Feature — 


@ finger-tip controls 

@ retractable foot section 

@ retractable 12" delivery shelf 

e ratchet type legholder sockets 

@ flexible head and foot sections 

e wide perineal opening for postpartum drainage Pre Aen, vn 


...each is new, exclusive and vital to the convenience of the 
obstetrician and the welfare of the patient 

Every hospital and every obstetrician will have a direct interest 
in this dramatically better table. Fully illustrated brochure 
TC-224-R is available without obligation 


A M E R | & A N World's largest designer and 


manufacturer of Sterilizers, Operating 
T , ‘ latex 
STERILIZER [202s m> \ 


Unebstructed surgical epproach 





ERTE+PENNSYLVANIA 


Vol. 93, No. 3, September 1959 For additional information, use postcard facing Cover 3. 29 





AROUND 
THE 
CLOCK... 


ALL 
AROUND 
THE 
HOSPITAL 


$-2702 
World's most Versatile Stretcher! 
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Shampaine Electric 


SUPER-MEALCART 


DELIVERS 
“DINING CAR” 

LUXURY AND 

EFFICIENCY 


The true centralized 
tray service system 


EFFICIENCY FOR YOU 


1. Unobstructed, counter-height set-up orea with 
exclusive ‘‘step-down"’ feature. Tokes trays up to 
15¥2"x 2012". 

2. Refrigerated tray compartments ... cold items on 
trays ready to go. Slides easily removed to clean 
compartments. 3%" between slides allows space for 
Ya PINT MILK CARTONS. 


3. Heated drawers (185°)... each holds three 9” 
plates, three 52” plates with hot foods ready for 
trays. Room for three cups, too. Only methed thet 
gvorantees hot coffee. 


4. Holdover refrigeration system maintains low tem- 
perature for two hours without current. Neo blowers 
to dry out and wilt food! 


5. Available in 20- and 24-meal sizes 


6. All stainless steel, double-walled, fully insulated. 
Recessed doors on piano hinges with exclusive “Easy 


Seal” Latches. 


7. REMOVABLE BEVERAGE BAR. Insulated wells for 
hot and cold drinks and soups. Use separately on 
utility truck for between-meal servings or in doctors’ 
lounge (see below) 


LUXURY FOR PATIENTS 


ELECTRIC CO. 
50 Webster Ave. * New Rochelle, N. Y. 
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G-E pre-tailored cabinets 
save the high cost of 
custom construction 


Whether you plan remodeling, or simply feel 
need of additional x-ray darkroom capacity, 
sectionalized cabinets from General Electric are 
ideal for you! Just combine the components you 
like: film bin, bench storage cabinets, waste bin, 
bench top, wall cabinets. Enjoy custem conven- 
ience at ready-made savings. 


Greater 
x-ray 


darkroom 


capacity 


—in easy 





reach of all! 





Components are preplanned to mate precisely 

. create an installation as handsome as it is 
practical. And our local representative can help 
you select the arrangement offering peak effi- 
ciency for film handling, cassette loading and 
darkroom storage. 

Cabinets feature rugged metal construction 
throughout. Shrug off rough wear. Choice of 
Textolite® or linoleum top, with stainless-steel 
trim. See your G-E x-ray representative for de- 
tails. Or write us at X-Ray Department, General 
Electric Co., Milwaukee 1, Wis., for Pub. H-96. 


Progress /s Our Most Important Product 


GENERAL @@ ELECTRIC 


For additional information, use postcard facing Cover 3. 
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Packages for Johnson & Johnson sterile 
hospital dressings are sealed by an exclusive 
research-designed process that actually welds 


4 _ paper together. No weak spots — no channels 
guaranteed 


for bacteria to enter. Patient-Ready dressings 


‘ Stay sterile until you break the seal! 
sterile 
Patient-Ready dressings 


ACHIEVED through research 


STERILIZED with advanced techniques 
MAINTAINED by continuous testing 








PRE-WRAPPED, 
S LERILE, 
PATIENT-READY 


© J&J 1958 


SvTéaiiry OQUARA 
NTEED UNLESS waa 
PPER IS PUNCTURED 


Steripak Non-Adhering Dressing 


e A unique dressing for minimal drainage wounds. 

e Absorbent pad, faced with non-adhering perforated film. 

e Super-Stick adhesive, vented for maximum aeration, 
holds dressing firmly in place. 


THE MOST TRUSTED NAME IN STERILE SURGICAL DRESSINGS 


Gohwronafohisen 





Variations of the photographic 
process ...steps in a classic 


LOBECTOMY 


... fadiography, color photography, 
photomicrography 


What the radiologist saw: Ik 


Both radiographs 


What the surgeon did 
Kodak Ek 


Serving medical progr SS through Photograph) and Radiography 





LOBECTOMY (continued) 


What a “lift” colo: phat 

graphs like these bring to teacl 
ing. to research and review. Full 
Objective, they tell what happens 
clearly completely What's more 
copies Transparenete leon porenye 

thon or color prrents ean bee onaede 


for use trey Larne mvwhere 


Phere’s a Kodak color mate 
rial for every photographie pur 
prose Kodachrome Film tor mu 
ature and motion-preture cameras 
Kodak Ektachrome Film and 
Kodak Ektacolor Film tor sheet 
film cameras: Kodak Ektachrome 
hilm and Kodacolor Film tor roll 
film and miniature cameras: alse 


Kodak color promt materials 


Orde / Aodak 


phot 


foes 


Medical Division, 
EASTMAN KODAK COMPANY, Rochester 4, N. Y. 





Having HARD WATER Troubles? 


LAUNDRY KITCHEN SERVICES 








Dingy linens...undue replacements Dulling film on dishes and glassware Scale clogged boilers, water heaters, 
costly washroom supplies excessive dishwashing compounds piping and other equipment exces- 
sive maintenance 


Time to let us modernize your water softener 


Hard water has a way of sneaking up on you. It shows up in dull, 
unappetizing glassware and dishes in graying, shabby looking 
laundered articles ...in scummy and discolored fixtures ...in fouled 
sterilizers. It takes its toll in big bills for washing preparations 
in shortened life of linens in excessive costs of maintaining 
equipment just to name a few of the many trouble spots 


If you are running into these troubles, chances are your water 
softener has reached the stage where it either has to be fixed up 
or replaced...and putting it in good shape may cost you far leas 
than you think. Often just refilling it with new improved zeolite 
will restore it to full efficiency. Sometimes inexpensive alterations 
will give it new life. But even if it needs replacement, the coast 
will be far less than the dollars you will save by getting rid of your 
hard water troubles 


And whether it's modernization or replacement, Elgin with more 
than 50 years experience in the water conditioning field has proved 


Typical double-unit Elgin Automatic Water ideally qualified to give you the most efficient, most economical 


Softener. Other types from small to largest; 
manual, semi-automatic, fully automatic. 


answer to your problem. 


Coupon brings new bulletin 


Our new Bulletin 615 tells how simply we can modernize any 
basically sound softener. Also describes our newest manually and 
1utomatically operated water softeners. Mail the coupon for copy 


Send me your new Bulletin 616 
[] If checked have your representative contact me 
['] Interested in modernizing present softener 


(_] Interested in new water softener 


Name 


ELGIN SOFTENER 
CORPORATION 


144 WN. Grove Ave. + Eigin, illinois 
Representatives in principal cities By_ 
in Caneda: G. F. Sterne & Sons Lid. Brantford Mail to Elgin Softener Corp., 144 N. Grove Ave., Elgin, til 


Street and Number 


City 
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q wellspring of progress 
z in vertical transportation 
- lor mult. floor 


Toledo, Ohio 
Robert J. Reiley, Architect 


if In the finest buildings 
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Our creative scientists and engineers are concentrating 


their energies in a special field of science the 




















day or night. . . and dispatches elevators at the proper 


time and in proper sequence to meet hospital elevator 


trathic needs exactly 
And, while new Haughton operatorless elevators 


do a complex job in meeting a hospital's particular 


application of electronic devices for betterment of 
elevator design and performance. 
We call this special science Elevonics. And we are 


pleased to tell you it has already made possible signi- traffic needs, their simplicity of design and operation 


ficant new progress in elevator technology provides complete reliability and substantial savings 


For example: Haughton Elevators that think for 
themselves are now operational in hospitals coast-to- 
coast. These elevators combine the economy and effi- 


In Operating costs 
If you are interested in upgrading elevator service, 


and cutting elevator costs, call on us. The constant 


ciency of true automated (operatorless) control with quest for new advancements in elevator technology by 


swiftness, comfort and safety. They are motivated by the imaginative minds of our scientists and engineers 


is solid best elevator 


design, installation and maintenance needs. 


assurance we can meet your 


an amazing “electronic brain” that anticipates elevator 
service needs on every floor at every moment of the 
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Harrisburg Hospital Patients’ Pavillion 
Harr burg Per 
Laurie & Green 


Magee Memor | H t tal for 
Ph mia 
Hatfield, Martin & White, Architects 


The Buffalo General Hospital ef 
Buffalo, New York 


Crow, Lewis & Wick, Architects 


throughout America...Haughton Operatorless Elevators 


nsylvania 


Architects 


4 rnb Janne 
cep a, Pe yiv 


HAUGHTON ELEVATOR COMPANY 


DIVISION OF TOLEDO SCALE CORPORATION 
TOLEDO 9, OHIO 


Executive Offices and Piant, 


FACTORY BRANCHES TO SERVE YOU COAST-TO-COAST 





“No costly linen inventory is the main reason we 


recommend Linen Supply Service for Hospitals” 


Mr. John W. Hay, president, 
American Hospital Management Corporation of Los Angeles 


New million dollar Southern California Dental 
Hospital now nearing completion. Managed by 
the American Hospital Management Corporation. 
Linen Supply Service by Community Linen Rental 
Service, Los Angeles. 


“We have always recommended Linen Supply Service for the more than 50 hospitals 
where we have acted in a management or consultant capacity, and we will continue todo so 
Our experience has consistently shown that the small cost involved is well worth 

the advantage of not having to maintain a linen inventory which usua//y must be replaced 
every year. Linen Supply also eliminates the many maintenance and personnel 

problems associated with hospital laundries." »« Washable cotton uniforms, gowns, 
sheets . . . everything your hospital needs, supplied where and when you need 

it. Monies tied up in linen inventory and hospital equipment is freed for other uses. These 
are just a few of the benefits available to you through your local linen supplier. He is 

a specialist in service, and in the hygienic laundering of linens for hospitals. Find out 
how he can solve your many linen problems. Call your local linen supplier, today 


Look in the Yellow Pages under Linen or Towel Supply. 


Note: No investment, no 


maintenance, no inventory nen Su | 
in rish and a 
ee Association of America 
serviced by your local linen 


supplier, at low cost. and National Cotton Council « 22 West Monroe Street, Chicago 3G, Iilinois 
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FIRST 
OF ALL, 
THE 
FLOORS 
MUST BE 
CLEAN! 














By providing the right tool for every floor 
} 8 





leaning ¢ 


tion, the White Line assures you of spotlessly clean 


with less time and effort required. And 


ire the first step toward the improved 


by hospital authorities as the best pre 


WRITE FOR FREE CATALOG 
howir t's ONLY 


4-2 


fo 
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bright, clean f 


sepsis recommer! 


igainst 


WHITE MOP WRINGER CO. Fultonvyille 6, N. Y. 
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CéieaTE COLEO 


Laboratory G 


Surgical Ing lassware and 


4 trument Cleaner 
For laborator 


y anc ie 
ness begins y, | Surgical] 


equipment . 


° cleans thoro ith COLEO! COLEO digso/>, cleanli- 
0 U removal a, + 8 freely. Its efficier t blowy. 

Riicad makes j A ent b . 

cleaning Surgical] i ere eSPecially desirable for 


afid Welcome Economy 


struments and oth 


laboratory equipment 
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-~nere yhen diluted with © P _ 
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- >xcellent | 
300 F PpM).§ c So mild and gentle 


pines uct | CosAté BEAUTY WHITE 





, on 
you can use it 


eo Made To Order For Hospital! Use 


Colgate Beauty White meets rigid hospital require- 
ments because it is made especially for hospital use 
Hard milled for utmost economy, this mildly fragrant 
bath soap gives abundant lather in all types of water 
Next time, specify Beauty White. Your patients will 
appreciate it—and you'll save money! 





FREE! Latest Edition Handy Soap and Synthetic 
Detergent Buying Guide. Tells you the right product ———po 
for every purpose. Ask your C.P. representative for unwrapped. Also one 


a copy, or write to our Associated Products Dept available wrapped 
. Write for prices 


COLGATE-PALMOLIVE COMPANY 


300 Park Avenue, New York 22, N.Y. 
Atlanta 5, Ga. * Chicago 11, Ill, * Kansas City 11, Mo. « Oakland 12, Calif 
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Filling a 90,000 cu. ft. LINDE storage unit — sur 
prisingly compact, because liquid oxygen takes 
about 862 times less space than needed for atmos 
pheric gas. Other units are the 25,000 cu. ft. size 
which fits in an area only five feet square, and a 
3000 cu. ft. cylinder that can be moved by one man 


and replaces 12 conventional cylinders 











YOU'VE Got To BE SURE asour OX YGEN 


personnel suUperyise its produs tion all along the 


With hospital oxygen. you've got to be sure that 
it's produced to U.S. P. standards . . . that it’s 
properly stored and handled 

And you've got to be sure that it’s there when 
you need it. 

You don't face problems like these when you 
have a LINDE liquid oxygen system installed 
Any general hospital from 25 beds up can have 
liquid oxygen. Experienced LINDE representa- 
tives are ready to help in selecting and install 
ing the equipment you need. You will find that 
liquid oxygen takes only a fraction of the 
storage space required for gas. Highly qualified 


line And deliveries are regular and depr nd 
able. wherever your hospital may be located 
in the United States 

lake advantage of more than 50 vears of 
LINDE experience in the oxygen business. Call 
your nearest LINDE representative or distrib 
Division of 
lL nion Carbide Corporation, 30 East 42nd 
Street. New York 17. N.Y. In Canada: Linde 


Division of Lnion Carbide Canada 


utor. Or write Linde Company 


( Oompany 


| imited loronto 
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Johns-Manville 
Drilled Mineral Tiles 
12° x 12”, uniform or 
create 
» > igh ly 


random drilled 
a pleasing ceiling 
effective in muffling noise 
W hite finish—easy to maintain 


noncombustible 











Noisy corridors 

grow quieter with 
Johns- Manville 
Sound Control Panels 














Johns-Manville Panelglas 
Lay in’ paneis ot J M Fiber 
Glass with finely textured surface 
finish. 24° x 24” or 24° x 48°—easy 


maintain—easy to install with 








Johns-Manville 
Permacoustic” Tiles 
‘issured acoustical tiles a foot 


tvie 


Get rid of disturbing noise 
use any of these 3 acoustical ceilings by Johns-Manville 


Let your public be visitors, cus- 
tomers, patients, clients or 
students, the fact remainsthe same: 
it pays well to get rid of disturbing 


noise. This has been the job of to meet every need. For full infor- 


Johns-Manville Acoustical ceilings 
There are J-M Acous- Box 158, New York 16, N. Y. 
In Canada: Port Credit, Ontario. 


mation, write to Johns-Manville, 


for decades 
tical Panels of textures and kinds 


JOHNS-MANVILLE JM 
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PATIENT ROOM FURNITURE 
BY HUNTINGTON 


In keeping with its high quality standards known the world over HUNTINGTON has created a new group 
of patient room furniture with the accent on Safety This has been achieved under the supervision of 
James L. Angle who has had 30 years of specialized experience with all types of hospital furnishings 
With this new and complete group you will save valuable nurses’ time, obtain more patient comfort and 


substantially lower your maintenance cost. 


The 6000 patient room group includes 


(1) the new Safety 6000 Mid-Hite Bed which helps to 
eliminate falling-from-bed accidents, saves nurses’ time 
and is available with motorized Gatch spring and 


Please mail Hospital Catalog No. 140: 


safety sides 

The new Gate 6003 Overbed Table with non-skid base 
and swivel vanity drawer with mirror. 

the nev’ Cafety 6002 Bedside Chest with automatic 


stops on all drawers and spill-proof sliding shelf for 


nurses’ convenience. Bottom drawer is ventilated for 
MH 


9.59 


utensils. 
Wood furniture by HUNTINGTON for every room in the hospi 
tal, nurses’ and staff residences is designed for today and 
tomorrow by Jorgen Hansen and Jens Thuesen. 


Attach to your letterhead and mail to 
HUNTINGTON FURNITURE COR 
PORATION, Huntington, W. Virginia 
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One of 
the things 
money cannot buy... 


The MODERN HOSPITAL 





PLUS 


Specifically, we mean this. Whether it’s ‘‘during hours” 
or ‘‘after hours’’...whether it’s day or night...whether 
it’s fair or stormy—if trouble comes, Puritan has the 
organization, manpower, knowledge and ability to 

solve your medical gas or gas equipment problems. 


This is one of the principles to which Puritan has 
dedicated itself for close to half a century. It is one 
of the principles upon which Puritan has built an 
unquestioned reputation for service. 


When you buy from Puritan you automatically 
receive ‘‘the invisible plus’”’. 


. We 
Dauritan \e 
- COMPRESSED GAS CORPORATION 


_—— SINCE 1913 
KANSAS CITY 8 MO 


PRODUCERS OF MEDICAL GASES 
AND GAS THERAPY EQUIPMENT 


For additional information, use postcard facing Cover 3. 
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Nothing Bends Like an ELBO Fexble Straw 
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ELBO Flexible Drinking Straw 
Bends in any direction... ideal for hot or cold drinks 
Disposable ELBO FLEXIBLE STRAWS WHITER PAPER LONGER 


Hospital white, Easier to se — 
hospital pure fits all size 


® No collecting or sterilizing costs 
® No breakage costs 
® No ‘straw’ tastes 
® Low original cost, individually wrapped or unwrapped STURDIER PAPER LARGER DIAMETER 


t f | r 
Stays rm longer, Won't clog, won't kink 


ruly safe glasses 


saves on service 


Hospital name printed on individual wrappers at no added cost BETTER COATING . . . Withstands heat and bending 


ae UNWRAPPED N 
No. 319 KEMUNIZED & ; 500 to dispenser box. 20 sete 308 
’ ‘ 


WRAPPED 


1 to @ wrapper. 500 wrappers 
to box. 20 boxes to case 


The truly flexible straw in oa 
Kemunized™ wrapper. Bacteri 
cidal agent impregnated in the 
poper wropper. 


iT’S THE LAW--- Write for FREE SAMPLES 
PENNSYLVANIA, NEW YORK, CALIFORNIA, CONNECTICUT ELBO FLEXIBLE STRAWS and 

and other states require thot all straws served—even those ” 

used in Hospitals, be wrapped or properly protected before POLY ELBO PLASTIC STRAWS 
being given to the user. Elbo Kemunized wrapped straws ASK YOUR DISTRIBUTOR FOR ELBO FLEXIBLE 
protect yew and your patients in every way. STRAWS — @ complete line for your every need. 


National Soda Straw Co. 


2230 SOUTH UNION AVENUE ¢ CHICAGO 16, ILLINOIS 
For additional information, use postcard facing Cover 3. The MODERN HOSPITAL 





Regulor 
Special 


liquid 


important FOOD SERVICE news 


The ali new Nutting FOOD-a/a-CART System 


ends “DIET TRAY CONFUSION!” 


Solt-free 


Diabetic 


low residvol 


PATENT APPLIED 





FOOD 
-ala- 
wer CA RT cee 








THE WELL BALANCED 
FOOD SERVICE SYSTEM 
Nae ee 


Dietitians who have seen the FOOD-ala-CART 
system say it’s the easiest to use equipment 
they have ever seen. Its design is based on a 
comprehensive research study among dicti- 
tians. These dietitians told us it's not the fix- 
ing of the food but the serving that is the big 
problem. The Nutting FOOD-ala-CART an- 
swers the serving problem best because it 
simplifies it, ends “diet tray confusion,” keeps 
foods appetizing, refreshing, delicious tasting 
right to the patient. It is truly the new standard 
of fine food service Jor hospitals 


Wz, 


Here for the first time is a food service system 
that ends one of the biggest problems facing 
dietitians Diet Tray Confusion.” FOOD.- 
ala~-CART 1s the first and only food service system 
to provide one oven drawer for every serving tray! 

This exclusive FOOD-ala-~-CART feature ends 
“Diet Tray Confusion” and makes spot checking 
easier — more accurate. It also speeds tray assembly 

makes it simpler 


Only the new FOOD-ala-CART system 


offers all these features! 


@ ONE OVEN DRAWER FOR EVERY SERVING TRAY 
ends “diet tray confusion It's the easiest to use 
food service system you have ever seen 


FROZEN FOOD SECTION keeps frozen desserts 
served in sliced form, in ramekins or similar contain- 
ers frozen; even ice cubes won't melt 


ALL FOODS are served at dietetically accepted tem- 
perotures for moximum patient ‘meal appeal.” 


VERSATILE INTERIOR — Easily changed to accom 
modate 3 different tray sizes; no tools ore needed 
Can also be changed to handle from 16 to 24 trays 
Interior can be easily and entirely cleared for 
steam cleaning 


ROLLS EASILY — Large bol! bearing wheels with 
non-marking rubber tires especially compounded 
for easier starting, easier rolling 


COMPACT SIZE makes FOOD-cla-CART easier to 
handle. Clears any hall, door or elevator opening 


SAFER — Center hung door ponels do not extend 
beyond cart when open 


EASIER TO USE — EASIER TO SEE CONTROLS — 
There's no guesswork about this cart. All controls 
ore up in plain sight, easy to see. Simple switches 
turn “ON” and “OFF”. Refrigeration and heat 
controls are pre-set — require no adjustment by user 


Everyone is happier with FOOD-ala-CART! Pa- 
tients, physicians, nurses, aids and dietitians, all like 
the way FOOD-cla-CART eases preparation, keeps 
foods appetizing and simplifies serving 





FOOD-ala-CART 
Nutting Truck and Caster Company 
1040 Division Street, Faribault, Minnesota 


Without cost or obligation, please send me latest information 
about FOOD-alo-CART. 


Nome___ — 
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City 
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Full, free, comfortable action without binding. 
Gown is ample length, also. 
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LL HOSPITAL QUESTIONS 





Doctors in Doghouse 


Question: Im a medical record 
librarian in a fairly small hospital (85 
beds) and I'm bothered by that old, 
familiar bugaboo: an embarrassingly 
large file of incomplete medical rec- 
ords. It's not that I haven't tried to be 
resourceful or, at least, versatile. I've 
been sweet and, when that didn't 
work, I've been tough, but neither 
smiles nor glares have been notably 
successful. The pile of incomplete 
records continues to grow and the of- 
fending physicians continue to bid me 
good morning and go their busy way. 
I know what a fine job they do and, 
of course, the demands on their time 
are heavy, but there must be some 
way to jar a few of them out of their 
polite, pleasant apathy. I'm now at the 
hand-wringing stage. What do you 
suggest? — R.T.S., Calif. 

ANSWEI The easv answer 


svmpathe th iliy 


be to shrug 
keep plugging but that 
complete many 
is probably needed 
preferably painless 
move complacenc 
dler can testify i 
to push, bu What Tests Are Routine? 
just wh needed haps the bes . OF et Question: Members of our staff dis 
. ' agree on the nature and quantity of 
routine laboratory tests to be given 
patients admitted for delivery or 
minor surgery. What are the require 
ments for such tests?—]. F.. Wis 


Question: How can the pharmacy \ 


Control of Antibiotics 


and therapeutics committee help pre- 
vent the indiscriminate use of antibi 
otics? — I} A.C... Mich 

‘ ) It } © Pres 


ANY QUESTIONS? 


The Modern Hospital will be 
glad to try to answer them. 

if you have a problem or 
if you’re just curious about 
a procedure or a statistic, 
please feel free to write this 
department, care of The Mod- 
ern Hospital, 919 North Mich- 
igan Ave., Chicago 11. 





You pay no more for unequalled SLOAN quality... 


ALTERNATE 
HAN DLE 
OPENING 


WATER INLET 
ITITTITITITTTTT 


ALTERNATE HANDLE OPENING——> 


aim DUCT 





4 











ALi dididiad Lilt 
t FIXTURE 


Jon= 


ALTERNATE 
HANDLE 
OPENING 


WATER INLET 


FIXTURE 


rough Let\--- rough AigAt... 


e On the job, when a Flush Valve can- 
not be installed according to plan, the 
alternate handle opening is used to 
avoid the obstruction. Result: a saving 
of time and inconvenience. 

e Yes, everybody benefits from Sloan’s 
double handle opening ... architects, 
engineers, wholesalers, plumbers, even 


owners! Furnished as standard equip- 


ment on all Concealed Flush Valves, 


Sloan concealed flush valves 
can be installed either way! 


it’s another example of the bonus of 





quality you expect from Sloan at no 
extra cost, 

e Today, as in the past, when it comes 
to finding new methods and materials 
for making Flush Valves better, you 
can depend Olt Sloan research. And 
since the Sloan quality resulting from 
this research costs you no more... 


why not make sure you get it. 


SLOAN FLUSH VALVES 
> 


SLOAN VALVE COMPANY - 4300 WEST LAKE STREET: CHICAGO 24, ILLINOIS 


§2 For additional information, use postcard facing Cover 3. The MODERN HOSPITAL 





wire from Wrshington 


HILL-BURTON FUNDS SET AT 1958 LEVEL 


The Hill-Burton hospital construction program came 
out of the Senate-House conference committee with $186.2 
million for the current fiscal year — exactly what it had 
last year. The Budget Bureau had recommended $101 
million; the House, $143.7 million, and the Senate, every 
penny authorized, $211.2 million. 


The fund for 50-50 matching grants to build research 
facilities at medical schools and hospitals also came out of 
the conference with just what it had last year, $30 million, 
the maximum authorized and $10 million over what the 
Budget Bureau wanted appropriated. P. H. S. already has 
allocated $11.2 million of the $30 million. 


As usual the last few years, money appropriated for re- 
search at or through N.I.H. set another record—$400 mil- 
lion—in the conference report. That, incidentally, is about 
five times what the U.S. was spending for medical research 
five vears ago. 


FEDERAL EMPLOYES HEALTH BILL 


It appears now that the 2 million federal employes and 
their several million dependents will have their health 
insurance program, and without waiting until next year 


The bottleneck was broken when the House post office 
and civil service committee, in the face of a string of 
objections raised by the Civil Service Commission, voted 
out a bill that cuts down benefits promised by the Senate 
but that probably will avoid a veto. 

There is some possibility that the Senate will accept the 
committee bill, provided it clears the House without any 
further reduction of benefits. In this case, the plan will go 
directly to the White House. A prolonged Senate-House 
conference on the measure, however, might not work out 
a compromise before adjournment. In that case, the con- 
ferees would resume their negotiations after the first of 
the year 

The House committee bill offers employes three choices 
of plans: 

1. A service benefits plan similar to those offered in 
many parts of the country by Blue Cross-Blue Shield 

2. An indemnity plan, to be underwritten by commercial 
insurance companies. 

3. An employe organization — union — plan, to be se 
lected from among plans now in operation that meet Civil 
Service Commission approval. 

In addition, a comprehensive plan will be offered 

As in the Senate-approved bill, the Civil Service Com- 
mission would be responsible for negotiating contracts 
that would not exceed the $214 million annual figure set 
by the House bill. In contrast, the Senate set a $300 million 
maximum. In both cases, the cost would be shared equally 
by employe and government 
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Unless the House bill is passed, then vetoed by the 
President, the U.S to pay about $107 million 
Earlier, the Civil Service Ci ’ 


will have to | 
uldn't afford 


annually mi 
also for the White House, had said the U.S. « 
to pay more than $80 million a year 


speaking 


The modified version came out of the House committe 


only after the Civil Service Commission landed with both 


feet on the bill that moved through the Senate so easily 


Testimony from a federal agency generally is as mild 
and pleasant as it can be and still convey policy. This was 
hardly the case with the statement read to the House com 
C.S.¢ 
his sharp, forceful and specific answers to questions. He 


mittee by Commissioner Roger W. Jones, or with 
disposed of the amenities in a very few minutes, then in 


blunt language laid down his objections, point by point 


While none of the commission's objections could be 
called minor, Mr. Jones gave particular emphasis to what 
he considers the impossible financial arrangement outlined 
in the Senate-passed bill 


That would call for the employe with a family to pa 


$9 per month for insurance, which would be matched by 
the federal government for an $18 “pack ive Mr 
said it was pretty well established that the 
than $7 
Furthermore the commi 

want the emp! ve to p two-third 

That would seem to result in a 
ser to 5S 


Jones 

iverage civil 
per month for 
White 


cost 


service family couldn't afford more 
and 
f the 


$10.50 


insurance 
House 

not one-half 
“package.” In reality, the package would be cl 
as the commission is insisting that between 10 and 20 pe 
cent of the 


anticipated cost increas 


money be put into reserve to ] tect against 


about $8 or $10 worth of 


the $18 protection the 


So the commission is talking 
protection a month, in contrast to 
Senate voted and all interested parties have accepted as 
unions, the Blues, the 


reasonable the commercial com 


pamies 


The compromise House bill, it t ed out, got under the 
setting that at $6 
monthly “package” of $12. Also, the $1 

U.S. contribution (one-half), while in defiar 
House demand for a two-thirds emplove « 


so Blue Cr 


making a total 
07 million annual 

of the White 
ntribution 


ss-Blue Shield 


wire on family cost by 


will 
make the benefits high enough 


can participate 

back into the 
abl it 
th ugh it is 


The House bill dumps many of these issues 
lap of the Civil Service ( iission. Pre 


find some way to administer the pr 


will 


not too happy with it 


Confirming Mr. Jones’ forecast of inevi 
H | ital As 


hospital rates, the American 
told the House committee that boosts of 


tht for n eal 


roximately 5 
per cent a year were in sig 


Dr. Robin C. Buerki of Detroit, chairman 


vovernment re! timons 


A.HLA 
upporting the 


{ the 


itions ouncil, in te 
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bill, explained that new technics of diagnosis and care 
constantly being developed cost more money, and that 
hospitals are trying to catch up with industry in wages. 
Chairman Murray wondered what could be done to hold 
costs down, but Dr. Buerki didn’t have a solution. 


MENTAL HEALTH 


Using a $300,000 grant from the National Institute of 
Mental Health, New York's Group Health Insurance is 
making plans for a wide-scale investigation to learn what 
use would be made of health insurance for mental illness. 

Approximately 30,000 subscribers, 50 per cent unskilled 
or semiskilled, 17 per cent skilled, 25 per cent clerical, and 
8 per cent executive or professional, will be supplied with 
a limited amount of hospital care and outpatient treatment 
as mental illness develops among them. 

Only short-term cases will be followed through, with 
hospital care limited to 30 days. G.H.1. psychiatrists will 
care for them in and out of hospitals, with their fees com- 
ing from the federal grant. 

In another approach to mental health problems, Public 
Health Service has named an ad hoc committee of experts 


— 10 state health officials and two P.HLS. officers — to at- 
tempt to develop plans for improved mental health facili- 
ties throughout the nation. 

Working with P.H.S., the group will attempt to set ad- 
ministrative guidelines that can be used to develop state 
plans for the mentally ill. 


N.I.H. RESEARCH CENTERS 


National Institutes of Health now is making preliminary 
plans for six new regional research centers to provide 
“highly specialized facilities for the expansion of research 
knowledge and the more rapid clinical evaluation of new 
treatments.” 

The centers were ordered started by Congress, on the 
initiative of the Senate subcommittee on health appropria- 
tions, under chairmanship of Sen. Lister Hill. The Hill 
subcommittee had proposed spending between $40 and 
$50 million for the immediate, full-scale inauguration of 
the program. In the conference committee this was 
trimmed down to half a million dollars for each of the six 
units. However, N.I.H. was told to come back to Congress 
next year with plans for an enlarged program to realize 
“the full potential of the regional research center idea.” 





Two Chicago Hospitals Are Hit by Strike as 
Nonprofessional Workers Seek Union Recognition 


Local 1657 reported organization 
drives are under way at three other 
Chicago hospitals: Wesley Memorial, 
Chicago Osteopathic, and Columbus 


Cuicaco. — Nonprofessional work- 
ers struck two hospitals here on Au- 
gust 27 over the issue of union recog- 
nition. 

The hospitals, Mount Sinai and 
Chicago Home for Incurables, are op- 
erating with the help of volunteers, 
trustees, supervisors and others. 

Picket lines at entrances to both in- 
stitutions have been set up by Local 
1657 of the American Federation of 


9 
qe . 
pt . Shu" \ 
pitas Talks 
a pret cart 


State, County and Municipal Em- 
ployes. No violence or “incidents” 
have been reported. 

Victor Gotbaum, district director of 
the union, said that approximately 300 
employes at Mount Sinai and 100 em- 
ployes at the Chicago Home for In- 
curables have struck. Mount Sinai offi- 
cials, however, reported that only 101 
of more than 300 nonprofessional em- 
ploves are on strike. 


Tale of Two Cities 


wew YORK TIMES, June 17, 1959 


IHSPITALS REJECT 
/TALKS WITH UNION 


7 Mayor Bids Parties Meet at 
| City Hall but Gets Only 





Written Statements 


Ry HOMER BIGART 

A committee representing 
eighty-one voluntary hospitals 
here refused to meet union of 
ficials yesterday im a nfet 
ence called by Mayor Wag 
jner to settle the strike against 

seven of the hospitals 
The hospital group ssked th 
jMayor to get & written state 
° . * “wnion’s demands 
+ hospitals »** 

~* 


Clippings from the Chicago Daily Tribune (left) and the New York Times 
(right) show that Chicago hospitals are following closely the position taken 
by New York hospitals during the strike against voluntary hospitals there 
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Workers on strike have not been 
fired at the two institutions although 
Nathan Helman, director of Mt 
Sinai, told reporters, “We're not hold- 
ing their jobs open for them. Any 
striker is welcome to return if his or 
her job is not filled.” 

Authorization for the strike 
voted at a meeting of Mount Sinai 
nonprofessional workers August 20 
and a similar meeting of Home for In 
curable employes August 21. The vote 
favoring the strike was 138 to 3 at the 
Mount Sinai meeting and 60 to | at 
the Home for Incurables meeting 
the hospitals 
have refused to meet or negotiate w ith 
union officials. An offer to mediate the 
Cummins 


was 


Representatives of 


dispute, made by Roy F 
state director of labor, prior to the 
strike, was declined by hospital of 
ficials, thus setting the stage for the 
strike 

At a prestrike press conterenc« 
Marvin N. Stone, president of Mount 
Sinai Hospital, said that nonprofit 
hospitals are exempted by law fro 
collective bargaining and that a meet 
ing with union officials “would serv: 
no useful purpose.” 

Mr. Gotbaum stated that the strike 
would be called off if hospital officials 
agree to negotiate the issues or meet 
He said 


the union is not asking a right-to-strike 


with union representatives 


clause in proposed contracts . 


The MODERN HOSPITAL 





The Modern 
«Hospital 


Star billing. A.C.H.A. convocation 
at the Metropolitan Opera House 
shared honors with Verdi, Beethoven 


and Wolfgang Amadeus Mozart 


A.H.A. Shoptalk: Nurses and Labor 


A reasonably accurate and occasionally irreverent 


report of the goings-on at the A.H.A. convention 


New York.—Ordinarily people with Most 
children get out of 
but this \ I op 


idminists 
town m August convention had 
‘ with children 
children came 
they had one 
fathers were 
rs i TECESSIVE 
tticeable effect on 
ce, however much 


character. The fathers 
ittend the 6Glst an- | r | 


| 
ispital 


merly ind le SS ele SCT Nels ” 


I innual conven juestionably tl sottest 
Hospital Asso that was uttered ” the 
vou cant just mon week lr 


moi New York even s most 


ippe ls many ot the greed th New 


ittended — the meeting too norton “There 


the aisles of the huge tec! everyplace but 


it the Coliseum 


Is 


ind In other official 
ision listening to speech continued the A.H 
is attentively as the adult position to the } 


nces th it were jammed into the the door to listin ’ 
ns Taking the voung steopaths m the staff 
convention registration 


radi log sts b 
the final day had 


\ isserting 


climbed to a 


ever an in hospital mono] 
monumental total of 16.000 souls 


pe 


is created, someone besicke 
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ganizations, and individuals, have yet 
to find out: You can’t solve problems 


with pronouncements 


House of Delegates 


By the time the review committees 
appointed to study reports presented 
to the House of 
their meetings Sunday preceding the 
the big 


Delegates finished 


convention, evervbody knew 
issue that was going to be argued in 
the House was the report on nursing 

and indeed it was, for an hour and 
a half 

Picking up the pieces that were 
scattered around last year when the 
House of Delegates proposed an in 
dependent Joint Commission on Nurs 
ing School Accreditation and the Na 


ry 
Nursing said no 


tional 
thanks, the 
Practice had agreed with the League 
ona l4 


creditation of hospital schools 


League tor 
Council on Professional 
member committee on ac 
with 
seven on a side, as in water polo The 
committee would function to improve 
and simplify accreditation procedures 
and “stabilize adequate financing of 
the accreditation program” to use 
the council's delicate way of express 
ing its hopes for lifting some of the 
costs of accreditation off the backs of 
the hospital schools. With a little pol 
ishing by the board of trustees aimed 
at getting the committee going, the 
proposal went to the House pre 
sented by Council Chairman T. Stew 
art Hamilton and Review Committee 


Chairman Kenneth Knapp 


That was at 10:15 Tuesday morm- 
ing. At 11:45, Delegate Knapp’ mo- 
tion to approve the report as written 
was put to a vote and won by a 5 to 
| margin. In the intervening hour and 
al half 
tion members had looked on as dele 
New 
that 


an overflow crowd ot associa 


gates argued the merits of a 
York 
A.HLA 


mittee be 


amendment requesting 


representatives on the com 
accorded i policy making 


function, under pain of termination 
of the A.H.A.-N.L.N 
1953 and establishment of a s« parate 
\.HLA 
umendment was presented by 


Hale of Albany 


reminded the 


agreement ot 


program The 
Del 
N. ¥ 
House 


man and woman 


accreditation 
gate Thomas 
who pointedly 
that “in a marrage 
become one the only question is 
which one? 

During the hour, the discus 
Aristotle's defini 

in episodic fable Che epi 
follow each other 


probable ol 


next 
sion often answered 
tion of 
sodes without ans 
necessary connection 
it was apparent that man 
delegates agreed with Dr. Hale’s esti 
mate of last fall The N.LN 


liste ning to the 


Hlowe Veg 


has no 
intention of voice 
opinions oF desires of hospital people 
accreditation 
even though the New York 
modified Dr 


joint 


in administering — the 
program 
view was “somewhat 
Hale 
committee of the 
boards August 3, and 


is Dy 


meetng ot t 
A.H.A.-N.L.N 


even tho 


said by i 


Hamilton porte d out 


is a hospital idministrator 


Others 
Hale’s gun-at-head tac- 
make it difficult for 


representatives to negotiate 


League's board of directors 
felt that Dr 
tics would 
A.H.A 
with the League. Things were about 
even when in the back of the 
hall suddenly stood up, asked for and 
House 


startled 


a lady 


got consent to address the 


which was understandably 


when she then began by saving, “I 
don't feel I really should speak 

Silly as this sounded under the cir 
cumstances, it was still the most sen 


sible thing she said in a five-minute 


tirade against the League They're 
out to close the hospital schools ul 
creditation I've seen schools 
wre ked by SUTVeEVS and 
education You make a 
out of a book As it turned out, to 
twist the age-old gag, that 
lady, it was Marion L. Carter, a New 


York nurse with a degree in psvchol 


nursing 


cant nurse 


Was Tie 


oy t SeTVICE for schools i 


testing 
school for 


gistration 


gi iduates who 


exams ind i 


tutoring 
Hunk 


jaundiced 


their re 
nursing education 
reporter asked 
ifter the 
m b ¢ 


iswermngd 


view of 
When a 


irte rs ick ntity 


general 
ibout Miss ¢ 
meeting, a League 
cracked up the 
quickly Diploma school graduate 
ou can tell them every time! 

Miss Carter sat finally, and 
somebody asked if the had an 
official position on hospital schools 
Terrell called on the 
s acting Marian 


who ¢ xp! 1ined that the 


staff m« 


group by a 


down 


I eague 


Chairman Tol 
director 


Shee ill 


League strongly supports hospital 


schools. In reply to a question from 


Leon Pullen of Ilinois, Miss 
then explained that in at 


Delegate 
Sheean 
reditahon committees with 
ut h 
make N.LN 


the exclusive 


spital representatives 
policy anvwas 
function 
board of directors 


Puller who had p 
Hale 


By le vate 
supported — the 


py! ymptly changed sides 


imendment was 
ind that ended the argun 

of the 
t their 
t Wyoming, is on the ‘ 


dele gates never knew 


own members, James G 


It the ites wasted ft 


deleg 

rsing argument, thev made 
Nurses in review. At the head of 
the table in the review committee on 
nursing were (left) Kenneth Knapp of 
Utah 
and 


the committee 
Hamilton 


chairman of 
(right) Dr. Stewart 
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disposing of other business with bare A.H.A. PRESIDENT-ELECT 


bones precision. Even the statement 


on labor. which disappointed some by 
drew only scattered 
vith De legate Raymond 
juiet spoken objection 

feel statement 
watered down to a pomet where 
elective expressing 


this association 


| ibor S cm 
the member 


weve 


rvuson 


Frank S. Groner, administrator, Bap 
tist Memorial Hospital, Memphis 


1 
spital 


re | itor sl 


NEW A.H.A. OFFICERS 


PRESIDENT-ELECT: Frank S$. Groner, 
administrator, Baptist Memorial 
Hospital, Memphis, Tenn 


TREASURER: John Hatfield, adminis- 
trator, Passavant Memorial Hospi- 
tal, Chicago 


TRUSTEE (to fill two-year unexpired 
term of the president-elect): Dr 
Hilda H. Kroeger, administrator, 
Elizabeth Steel Magee Hospital, 
Pittsburgh. 


TRUSTEES (three year terms) Dr 
Philip D. Bonnet, administrator, 
Massachusetts Memorial Hospital, 
Boston; Stanley A. Ferguson, di- 
rector, University Hospitals of 
Cleveland; and J. M. Daniel, su- 
perintendent, Columbia Hospital of 
Richland County, Columbia, $.C 


DELEGATES-AT-LARGE: Clyde L. Sibley, 
administrator, Birmingham Baptist 
Hospital, Birmingham, Alca.; Lester 
E. Richwagen, administrator, Mary 
Fletcher Hospital, Burlington, Vt.; 
Kenneth Wallace, business man- 
ager, St. John's Hospital, Tulsa, 
Okla., and John A. Dare, adminis- 
trator, Virginia Mason Hospital, 
ind the public Seattle. 


In other notable ons, the 
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problems 


| 


] 


address to the House 


the 


outlining the 


issociatior 





who said: “All I need now is a watch, 


a chain and a vest.” 


“Get Busy!’’ 

Hospital people keep asking him 
when New York's hospital labor trou 
John \ 
director of the 
Hospital 


audience attending a 


exec 
Greater New 
told an 


bles began Connorton 


utive 
York 


ove flow 


Association 
con 
ference on employe relations In re 
ply Di told about the 
patient who complained to his psy 


that he 


Connorton 


chiatrist couldn't remember 
anything 

“When did this begin?” the psy 
chiatrist asked 

“When did what begin?” the pa 
tient rejoined 
New York's 


hospital troubles began when union 
officials little 


According to labor 


found out how some 


New York hospital workers were paid 


under 


Actually 


root cause he 


Dr. Connorton said 


financing was the 
added; New 
paid enough by city 
other 


W“ here 


York hospitals weren t 
Blue Cross and 
raise wages to 


they 


be. Again and again, he urged hospi 


re . 
agencies to 


everybody knew should 
tal people elsewhere to start getting 
wages up to $1 an hour, and to intro 
duce formal 


“Get at the 


rie . » . 
grievance procedures 


proc edures 
looking at 


you 


vonevance 
business of 
whether 
have unions or not,” he declared 

rhe that finally 
reached between New York hospitals 


agreement was 


and the striking union was described 


by Dr. Connorton as “a fair job of 
taking care of the needs and problems 
of employes and hospitals.” Some ob 
servers felt hospitals got the best of 
New York 


described it as “5! 


the agreement and a 


Times reporter 
to 49 on the hospital side,” but a few 
thought the hospitals had yielded de 
facto recognition of the union by per 
mitting an employe to be represented 
third 
others pointed out that the clause 
striking 


by a party im disputes and 


covering reemployment of 
workers was an important umon vic 
tors 

his last point was emphasized by 
an official of 


interested listener 


Ww ho was an 


the least, at 


the union 
to say 
the hospital conference on labor rela 

consolidated its 
New York volun 


tary hospitals he told a reporter and 


tions. The union had 


organization in 30 
was electing union stewards who 
would represent emploves m gre 
One had 


gone to arbitration hearings under the 


ances grievance already 
newly established procedure he said 
and 10 cases were being han 


dled by the 


mostly involving ) 


some 
grievance machinery 
orkers who had not 
hee tl rehired 

Also speaking at the conference on 
“hospitals and em P love 
Richard P. MacLeish 
rector of the Colorado Hospital Asso 
told how hospitals in Colo 


groups 


executive di 


ciation 


rado had battled and lost a politic al 
fight for 
labor act, and then suffered re pe il of 


exemption under the state 


the exemptions they enjoyed under 
the workmen's compensation and un- 


employment insurance acts Im an 


other political maneuver in which 
they were outsmarted by labor poli 
ticlans 

It it comfort to MacLeish 
others, Dr didn't 
think much of hospital exemptions 
Your makes 


little or no time oft 


was any 
and Connorton 


anyway le gal position 
difference ma 
labor unrest except for its public re 


Then he 


closed with two words ot advice for 


lations value he said 
hospitals facing personnel problems 
Get busy! 


Program Sessions 
It the Monday ifter 


noon werent as well attended as the 
A.H.A 
convention-goers hadn't vet mastered 
New York's 


Coliseum, with its three widespread 


meetings on 


deserved to be, it was because 


the intricacies of vast 
ing exhibit floors and cunningly hid 
den meeting rooms. Many people, as 
fact, attended 
they hadn't really planned on catch 


t matter ot 


SESSIONS 


me 
~ 


After scuttling up and down the 


escalators, futilely asking directions of 
and 
just fell into th 


they that 


elevator ope rators 


they 


CTISS-CTOSSING 
miles of aisles 
hrst found 
ottered 


dow tN 


meeting room 


a much-needed chance to sit 


By Tuesday morning, though, most 


had al 


technics of getting from here to there 


delegates firm grip on the 


great numbers 
both 


well at 


ind they got there in 
By all 


Ven ral 


reports every session 


spec ial was 


had 


and 


tended And many overtlow 


crowds 


Research in Nursing 


Those who managed to track dow: 
the United Nations room on Monday 


ifternoon heard a report mare 


search project currently under way 


it Johns Hopkins Hospital, Baltimore 
need for flexibility 


which indicates a 


it the | 


assignment of personnel unc 
the provision of supplies on nursing 
units. Most hospitals now have fixed 
levels of staff and supplies mn the 
based largely on trad 

thev think they 
Robert |. Connor 


nursing units 


tion and on what 


might need, said 


Something to see. Hundreds of 
exhibits such as these on three vast 
floors of the Coliseum kept visitors 
busy and a trifle foot sore, as they 
viewed the latest hospital equipment 
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research assistant at Johns Hopkins 
The Hopkins study, which showed 
great variations in patient load and 
therefore, work load, from day to day 
and week to week proved the svstem 
tticient, Mr. Connor stated. Hos 
must work toward matching 

} 


supplies to the actual dail 


Efforts already made in this d 
the Progressive Pa 
under which the pa 
le the staff and sup 

one place for each 

tensive, intermediate 

minimal At Hopkins this pro 
cedure is reversed. Under its 
trolled iriable distribution 


id staff move according to 


the patents are kept 


» true test of research is utiliza 
uid Mr. Connor. And at Johns 
Hopkins, the findings of the research 
workers are already being put to 


good use. As a case in point he cited 


] 


the new system of linen distribution 


used on the Osler Pa 


This svstem removes the task 
ordering linen from the nurses 
gives it to housekeeping Linens 
ordered on the basis of a daily sum 
mary sheet which indicates what the 
patient census on each unit is ex 
pec ted to be Since patient census 
varies, the amount of linen sent up 
each day varies iccording] is Of 
] } 


posed to the nxec standard whereb 


i certain amount of linen is kept 
the wards, whether it is needed or 
Thus, less linen is kept on the 
i space-savet ind the nurses 
ly what the 
| 1 bonus from this 
system, Mr. Connor reported, is that 
the number of pounds of linen used 
patient has dropped Not ever 


the researchers have figured out why 


Foreign Medical Graduates 
In addition to filling the great 
fap between the number 
residents needed 


itals ind those 


ot vr idu ites 


the Educ 
vn Medi 


imston Ill und he W“ 


eporting on the work of the counci 


Vol. 93, No. 3, September 1959 


and its progress to date in conducting Progressive Patient Care 
examinations and determining quali Progressive Patient Care is becom 
fications of foreign ipplicants , } 
LTOessivety Traore 
| ] ere ! d al ‘ I , levyiy str 
Smilev stated 
ittended k 


WA he Se 


Ernest She iff issociate ¢« 
serving u cu dires ord Hospital 


ind th it the 


I. Stewart Hamiltor hnairn ) I ive progressive patent care 
4.H.A. Council on re " rac Neutral ground was held by Oljy 


tice ind executive ctor « ! Pratt, executive direct 


ford Hospital, Hartford mM ind Hospital, Pr 


spitals il T ! ed ireful ey 


circtumst 
view the 


] 


ents 


} 


s of fulfilli 
nts that ha ( tf communit 
Are pa 
vheth 


Nationwide Blue Cross Plan Proposed as 
Alternative to Governmental Health Program 


New York 
the SO or Ww 
lans into 


John M. Man 


svstem 





Continued From Preceding Pag 
Are surgical cases segrated by spe 


cialty i orthopedic gynecological 
Is the nursing staff spe 
cially Is the 


idequate? What is the average length 


and so on 


» Y " 
trained night service 


of stay? 

Rhode Island Hospital has an in 
which, Mr. Pratt 
stated, is more costly to the hospital 
than the 
though no extra charge is made to pa 
admitted there 


be less costly 


tensive care unit 


ordinary nursing unit al 


tients However he 


said, it may to the pa 


tients who are very ill because they 


do not have to par for the private 
they might need if the 


duty nurses 


intensive care unit were not available 
to them 
Although Hartford 


not have Progressive Patient Care, it 


unit to 


Hospit il does 


does have “a selective care’ 
which patients who need only minor 
procedures or diagnosis ind who will 
no longer than six days are ad 
first 


unit of 20 


stay 
mitted. The experimental St 


lective « ire beds was so 


successful in reducing the hospital's 
long waiting list of patients and al 
leviating the shortage of professional 
nurses that an additional 29 beds for 
illocated to se 
within four weeks, Dr 


Admission of 


private patients were 
lective 
Shortlifle reported 
tients to the 


care 


unit is detern 


areca) «oT e's 


the doctors 
jointly whether the patie 
along at night under the 
licensed practical nurse 
charge of the section between 
and 7 a.m 


60 


Social hour. En 
tertainment for 
small children 
and teen-agers 
was provided in 
conjunction with 
the Monday af- 
recep- 
tion. When the 
teen-agers be 
gan to rock and 
the next 
the little 
ones abandoned 
their crayons 
and books to 
watch the fun 


ternoon 


roll in 
room, 


Hartford Hospital is also studying 
the advisability of establishing an in 
tensive care unit, Dr. Shortliffe stated 
He echoed Mr. Pratt’s remarks about 
the need for experimentation so that 
whatever plan is decided upon will 
be tailored to the needs of the indi 


vidual hospit il 


Line Forms to Right 


Hospitals interested in pursuing im 
buck got 
Chi igo 


stead passing the sore 


f 
encouraging news trom a 


study of corporate giving 


Worthy, vice 


relations Sears 


James ( president 
in charge of public 
Roebuck & Co 
audience by 


showed that 


( he ere d ith ass mbly 


telling them that the 


“very tew 


study compa 


mes in any size sroup expect i 


crease in contribution s duri yy the 
next five vears 


If anvthing, Mi 


trend in 


Worthy said 


COMMpPany viving points 


ward larger contributions both in 


lars and as a per cent ot net pl 


Che money ipparently is there 


the giving and the best way to ge 


at it, according to Benjamin |. But 


1 the 


tenwieser, is to use influence and 


personal touch wherever possible Mi 
the board 
of trustees, Lenox Hill Hospital New 
York 


Buttenwieser, chairman of 
and i Se isoned fund 
told 

] 


to ret respol sible 


( Unparener his vucdience 
makes SCTING 
interested nh vou NoOspt 
Bible empha 
Buttenwieser said 


heart lies, the 


cials 
Par phrasing the 
his poet Mi 
where the 


often follow 


that 
istire 


mas 


Medical Education 
Dr. J. H. F. Brotherston 


the medical faculty and prote Ssor 
uiblic health and medicine 
the | 


land 


ibility of the medical student brought 


up in the 


the teaching hospital to cope with the 


dean 


SoM ial 
Edinburgh Scot 
about the 


niversity of 
worries considerably 
f 


rarified surroundings 


realities of medical practice I th 


rarified” surroundings in which he 
will find 


here ire 


’ 


pater s 
Broth 


warned to the \y ung docto 


most of his future 
subtle dangers,” D1 
erston 
im the hospital if he grows up in an 
itmosphere ot professional self-suth 
ciency and self-importance—influences 
which may affect 
life his attitudes to the rol 


doctor to other 


idversely and 


] 


prote ssional 


le ivues nurses 


for ex umple 


to his pati nts 


medi il 


} 


contends 


The primary objective of 
education, Dr. Brotherston 
is to teach the young doctor how to 

ire for the patient in his real-life sit 
or something more closel\ ip 
the normal hos 
Medical care is 
he said. “All 


and ig¢gra 


lation 


proximating it than 


pital surroundings 
to be shown in depth 
which 
vate ill health and affect its 


in best be 


the stresses Cause 
outcome 
understood when thev are 
chon 

Dr. Brotherston does not share the 
faith” of 


in informed « ipacity for 


seen mm 


simple those who believe 


that inaly 
sis and understanding of social and 
nterpersonal difficulties comes by 
He submits that a medi 
nt must be prepared for 
like anvbodyv else, and that 
duty of his preceptors to g 
nsights he needs 
In spite of its limitatior 
Dr. Brotherstor 


real substitute for the tea¢ 


believes 


fundamenta 
The Te 


Hict between the needs of 


pital and he is not 


pessimistic about it 


i student ind the best 


Automation 
Auton 


Shortly before 
Medi 


was interrupted by 


talk on Future ¢ 


mecepts of 


Education he 
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bi rack ist announcement of the Hos 


} ] 
pital Industries iwal ls for techni i 
I 


exhibits 
| he 


ee! in 


presentathor 
p! mpth m schedule epresentatives 
ries Assox 
lings in the 
iware that 
wuiditorium 
ibrupt halt 
ouldn't make 
the powerful 
iwards were 


businesslike fashi | 
H.L.A.s executiy 


Birthday to ¥ 
bert W. Snoke 
duction that We 
-arreton’s birthday 
is probably 
urprised the 
greeting 
1dspe iker—but 


comin 


How To Get Set 
may work 


politics ‘ 


best v 


93, No. 3, September 1959 


Honored by the A.C.H.A. during con 
vocation were (left) Dr. LeRoy Burney 
surgeon general of the U.S. Public 
Health (right) Mrs 
Chester A. Hoover, chairman of the 
A.H.A.'s Council on Auxiliaries 


Service, and 


The College 
(Mi-mi-mi) 


\ 





the audience faced up to the « hallenge 
of staving alert after a rich, full din- 
ner, a challenge that was indeed a 


battle 


Worktime 

The festivities and much of the fun 
out of the way, the college settled 
down to business at the general mem 
bership assembly held the following 
morning, August 24 

Big item for many in the audience 
was the report by Dr. Frazer Mooney 
on the college's first special money 
raising campaign since 1948 The cam 
paign, delicately referred to by Dean 
Conley, director of the college, as our 
“current fund replenishing effort,” is 
off to a fast and promising start, he 
said. Dr. Mooney, 
fund raising committee reported that 
1307 mem 
bers of the college had contributed 


more than $66,000 while another $62 


chairman of the 


in less than four months 


500 had been received from firms serv 
Ing the health field 

The good news is cause for opti 
Mooney 

likely that the college's goal of $375 


000 will be reached 


mism, Dr said, and it seems 


New Officers 
President 


Eck 


Ceneral 


Outgoing Anthony 
ert, director of Perth Amboy 
Hospital, Perth Amboy, N.] 
the gavel as the nomimnating commit 
slate of 
Committee Chairman A. |] 
elected by 


manned 


tee’'s officers presented by 
Swanson 


was unanimously the col 
lege 

The slate 

President-elect: Melvin | 


Wills Eve 


Sutley 
administrator Hospital 
Philadelphia 

First vice president; Mark 


Mount Zion Hospital 


Berke 


clirectot san 


Francisco 

Second vice president: S. ]. Rusk 
Waverly Hills Tu 
Waverly Hills 


jer, administrator 
berculosis Sanitarium 
K\ 

Following the election of officers 
Mr. Eckert presented the gavel and his 
best wishes to Ray E. Brown, super 
intendent of the University of Chicago 
Clinics and incoming A.C.HLA 
dent 

Mr. Brown 


pre SI 


his colle igues to 


told 


“put vour dollars where vour protes 
sion lies” and get behind the A.C.H.A 
The status of 


fund raising program 


a profession he said, does not rest 


with the reputation or performance 
of one or two administrators but in 


the “conglomerate status of all of us 


62 


The best way to raise the status of all 
hospital administrators, he suggested 
is to raise the status of the college 
“And let's face it,” he added, “the 
measure of a national organization's 
finally 


much money it has to spend.” 


success comes down to how 


Auxiliaries 

“So please try to eat 
Mrs Chester \ 
chairman of the A.H.A 
Hospital Auxiliaries, as she presented 


quie th 
begged Hoover 


( oun il on 


the speaker at the Monday morning 
breakfast session of the 
Nobody tact 
her coffee audibls up to this point 
100 and 4 
plowing happils through their caloric 
breakfast of 


pork Sausage 


auxiliaries 
had in been slurping 


but some women men 


scrambled eggs 


laden 
fried sweet 
rolls couldn't help 
making a bit of a clatter. And, as Mrs 


the speaker Dy 


potatoes 
and doughnuts 
Hoover explained 
commissioner ot 


of New York, had 


engagement so it was neces 


Leona Baumgartner 
health for the City 
another 
to let her start her talk earl 

With the cheerful 
characterizes — the 
Mrs 
skipped over Dr 


Sars 
informality that 
auxiliary sessions 
Hoovet in her introduction 
Baumgartner’s long 
list of honors and accomplishme nts in 
except to state that she is 


Public 


Instead, she p Lidl 


medicine 
president of the American 
Health 
tribute to the eminent doctor's prow 
ess as a cook: “She knows how to pre 
fish a different 


Hoover proc laimed admiringls 


Association 


pare hundred wavs 


Mrs 
The audience was impressed It con 


tinued to be impressed with 


Baumgartner as a speaker und 
porter on Russian health care 

Vhe principal difference between 
of the Soviet Union 


States ly 


the health service 
ind that of the | 
Baumgartner explained, is that in the 
USSR 


nited 
evervthing except for a tew 
drugs purchased by ambulatory pa 


“The 


distributes 


tients, is tree government man 


ufactures, o1 even the ar 
tificial legs and the penicillin. People 
don't pay for anything.” However, in 
a few cases, they will pav tor private 


added There no 


practice there 


care she 
against priv ite 
isn't much need for it 

Commenting on the quality of car 
Dr. Baumgartner said: “We 
think it 


spects 


would not 


was very good in many re 


Russian doctors are not trained 
American doctors 


iS many years is 


and Russian nurses work for the do 


tors instead of for hospitals a switch 


that her American doctor friends re 
gard with 


gleefully The 


sone env\ she reported 


functions of Russian 
similar to those of ou 


than R.N.'s 


Emphasis in Russian medicine is 


nurses are 


nurse's aides rathet 


chiefly on prevention and care of 


mothers and children because of thie 


practical necessities of eradicating the 
mass epidemics that have harassed 


the country for vears, and of building 


up the manpower and womanpowe! 


needed to create an industrial society 
existed before 


Blue Cross, or anything that 


whe re none 
As for 


resembles it the 


don't 


Russians not only 


have it they don't even be 


lieve it exists. And the curious preter 


ence ot Americans tor 


health 


their families is quite bevond Russian 


paving for 
nal 


services for themselves and 


omprehension The voluntary princi 
ple they never heard of 


And that led Dr 


ie! closing remarks 


Baumgartner to 
which left the 


with a 


warm und 


“What IS 


she said 


members 
about the 
going on in this 
couldn't 


Se i the world 


wixiliary 


gk mw 


happy g ears 
room 

happen anvwhere 
Doing the 
voluntary 
here in the United States 
Americar 


vou to 


simph 
things 


ni do on a basis is 


sible 
It is a precious part ot ou 
I salute ! 


you and urge 
enlist. the support of young blood to 


pos 


only 
he rit ige 


keep the spirit of service 
] ] 


vide the needed 


ind to pro 
seTviIces In OUT 
hospitals 
As the 
down, Dr. Baumgartner annour 
irvly Now Ive got to go and 
I'm glad there 


ilong a ith re 


enthusiastic ipplause 


SOT slums irent 


Award Winners 
Following Dr. Baumg 
Mrs. Cecil D. Snvder 
\\ 
ouncil 
s herself as 
she certainly 
presented 
ners f the tent! 
or hospital auxiliaries 


iward, for 


N.} 
Hospital 


re spective ly 
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deve 

ty Ws. Se 

a 
es Who Pays When Employes Are infected? 


ie: 


The question has arisen as to whether employes who are 
laid off because of hospital acquired infections should be 
compensated for the time they are away from work. It has 
been our practice to continue to pay such employes. This nas 
the advantage that employes are quick to report infections that 
may be dangerous. On the other side of the coin, however, it 
is necessary to control such absences through the employe 
health service. This will prevent employes with nondangerous 
infections from being away from duty, and it will ensure that 
those who are legitimately sent off duty are returned to their 
posts as quickly as possible. From the experience we hove 
already had, it is estimated that 1500 physical examinations 
will be performed this year on employes as a direct result of 
the infections program. 


David A. Gee 


How Infection Control Affects the Hospital 


Departments bear the brunt 
of an infection control 
program, and the impact of 
such a program leaves its 
mark on procedures, people Man 
and the hospital budget ide as ch 


' +) 


The Me changes afte t 


ent sometimes nypre table Housekes ping | 


s Here b departme 
npact t 


trol program based 


e with sucl ij 


Nursing Department 
vent is probably affected 
fections program. Ma 
| _—— , 


pol changes 


litted to large numbe 
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to be satisfactory. One is the use of 
large plastic lined kraft bags, which 
can be installed in the trash con- 
tainers. These can then be sealed, 
lifted out, and carted to the incinera- 
tor. Although this system is efficient, 
its cost may be prohibitive to some in- 
stitutions. An alternate of setting up 
an exchange system between trash 
cans can be used. This has the disad- 
vantage of posing severe problems of 
logistics in moving large numbers of 
cans throughout buildings that fre- 
quently have inadequate elevator 
service. The time-honored system of 
dumping trash cans into a traveling 
collection cart is unacceptable be- 
cause of the wide dissemination of 
dangerous organisms during the trans- 
fer of material from can to cart. 
Another problem for the house- 
keeping department is assigning per- 
sonnel to meet what may be empirical 
standards for cleaning special areas. 


An example of this was in the case of 
our operating rooms. Here, members 
of the department of surgery felt 
quite strongly that a certain cleaning 
schedule of floors, walls, ceilings and 
ductwork had to be maintained. To 
have effected these schedules would 
have meant increasing personnel from 
three to nine positions at an additional 
cost of $12,000 per year. Even had 
these schedules been maintained, the 
surgeons agreed that this would not 
guarantee the absence of infections 
A compromise was worked out so that 
what appeared to be an adequate job 
could be done by fewer employes on a 
less stringent schedule. 

Laundry. Changes in the isolation 
procedure and in gowning technics in 
the operating room and delivery room 
have meant the use of many more 
cloth garments, with a resulting im- 
pact on the laundry. For example, 
under the old isolation procedure 





three to four gowns were used per day 
per isolation patient. The new proce- 
dure requires a minimum of 19 gowns 
per day. The rule that operating room 
workers must wear white laboratory 
coats over scrub suits if they momen- 
tarily leave the operating suite has 
also had its impact. The fact that no 
one is permitted into certain areas un- 
less properly capped, gowned and 
masked has further added to the num 
ber of pieces of laundry to be proc- 
essed. Since the beginning of our in- 
fections program, laundry poundage 
has increased about 10,000 pounds 
per month. This is a 5 per cent in- 
crease that is directly attributable to 
the infections program 

Another problem that has affected 
the laundry has been the processing 
of blankets and pillows. Hospital 
blankets are one of the chief sources 
of infections, since they are frequentl, 
used by patient after patient without 


INFECTION CONTROL LEAVES A LUMP ON THE BUDGET: 


I N ADDITION to affecting person- 
nel, patients and departments, a 
program of infection prevention also 
creates a noticeable lump on the hos- 
pital budget. Here, for example, are 
some of the expenses we have in- 
curred as a result of our program. 

Added Personnel. In order to im- 
plement the infections program, seven 
employes were added to the labora- 
tories, housekeeping department, and 
the laundry. This costs $19,496 per 
year, and is an expense that will con- 
tinue. 

Construction and Physical Changes 
Minor changes had to be effected in 
the physical layout of the hospital 
These involved placing barrier doors 
in the operating rooms, nursery and 
delivery rooms to assist in cutting down 
on traffic. 

Then, the examining rooms in the 
nursery had to be revised; an addition- 
al dumb-waiter between the central 
supply station and the operating room 
had to be installed, and a steam clean- 
ing device for cleaning trash cans had 
to be placed in operation. These proj- 
ects cost $7080. 


Loss of Income. The question arose 


as to what the financial obligation 
would be if patients had to be trans- 
ferred from multiple bed rooms to 
private rooms for isolation purposes 
Rather than hard fast 


poliev, it was agreed that each case 


make a and 


would be considered on its own merits 


Tests Made Free 


If a patient was unable to afford 
the added cost, the room rate would 
not be raised. Cultures and sensitivity 
tests on all patients having infections 
or suspected infections are done by 
the hospital without charge. This is an 
important feature, since it ensures 
that suspected cases will readily be 
reported without fear of financial con 
sequences These items will cost 
$9160 per vear 

Services Instituted. The increased 
load on the employe health service 
laundry production, and mainte 
nance installations created additional 
costs of $12,569 per vear 

Equipment. Several pieces of 
equipment had to be purchased as 
part of the program. These included 
an ethylene oxide sterilizer in the 


laundry for processing pillows and 


blankets, and an additional autoclave 
for the central supply station. While 
all our autoclaves were equipped with 
devices, they 
equipped with recording 
thermometers had to be in- 
stalled on all of the autoclaves. Special 
isolation stands were made up for use 


recycling were not 
originally 


These 


outside patient rooms, so that the re- 
vised isolation technics could be easily 
carried out by nursing personnel 
The total cost of the equipment was 
$23,445 

Supplies. Implementing the infec 
tion control program ne< essitated the 
purchase of many new items we had 
not previously used and an increase 
in the quantity of other items that had 
been stocked but not so widely used 
The list of changes that affected ou 
supply inventory is an impressive one 
and includes the following, among 
others 

1. Filter masks replaced standard 
masks 

lodophor solutions are used for 

many sterilization procedures 

3. New 
laundry trucks 

4. Increased use is made of paper 


liners were installed in 
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ever being cleaned. We were a little 
embarrassed to find that our blankets 
were washed an average of twice a 
vear prior to development of the in- 
program. Blankets and _pil- 
lows should be sterilized after the dis- 
charge of each patient. Blankets used 


fections 


by patients who stay in the hospital 
for extended periods of time are 
cleaned at intervals of from two to 
three weeks. The sterilization process 
can be carried out either by disinfec 
ting blankets with an iodophor prep 
aration or else by sterilizing them in 
an ethvlene oxide sterilizer. (See also 
article beginning on page 128 
Operating Rooms. The operating 
the first focused 


developing our 


rooms were area 


upon in program 
They underwent an elaborate plan of 
traffic control, use of proper clothing, 
changes in scrub technics, prep tech- 


and the like 
by the 


nics During a recent 


inspection state division of 


health, the 
to find that his unauthorized entrance 


inspector was pleased 
into the operating room was politely 
but firmly vetoed by the operating 
room supervisor. The effect, however 
was quickly shattered when a staff 
surgeon boldly marched into the suite 
in his street clothes unchallenged 
Medical Staff. Here, too, there are 
problems. A physician was recently 
hospitalized at our institution with a 
severe case of furunculosis. He prob 
ably should not have been hospital 
ized in the first place; nevertheless, he 
was placed on isolation. Everyone 
adhered to this technic except for his 
darted in 
One day 


the physician patient turned up miss 


medical colleagues who 


and out of the room at will 


ing, and it was found that he had left 

his room to attend a medical confer 

the 
type 


hospital auditorium 
80 SI! 


every where he went 


ence in 


spreading organisms 


Early this had a small 


flurry of infections in the form of skin 


year, we 


rashes in our newborn nursery. Al 
though the source of this infection 
was successfully traced, it was noted 
that during this potentially dangerous 
period the pediatricians were the only 
ones who objected to washing their 
hands between handling infants 


The work load of the 


also af 


Laboratory. 
bacteriology laboratory is 
fected by the 


Cultures, sensitivity tests, and phage 


infections program 
tvping must be performed in all cases 
ot suspected infections. The bulk of 
this load 


without charge to patients, since it is 


increased must be done 


being done expressly for the hospital s 


benefit, rather than for just the indi 


vidual patient's benefit 
Even the method of handling cde 


ceased patients who have been on 


isolation must be appropriately re 


vised. In the early davs of our infe« 





HERE IS WHAT IT COSTS TO OPERATE THE PROGRAM 


dishes for patients who are in isolation 
rooms 

5. Disposable syringes and needles 
are used for isolation patients 

6. Stocks of 
laboratory 


doctors’ gowns and 


coats were increased so 
that clean ones would be available at 
all times 

7. Additional 
purchased 

8. Bedside 
were purchased 


transfer forceps were 


thermometers were 


thermometer holders 

9. Special 
supplied to replace all sponge-stick 
transfer forceps 

10. Hexochlorophene liquid is used 
in greater amounts and _ hexachloro 
phene bar soap is provided for all pa 
tient areas 

11. Ethylene oxide cylinders have 
been provided for the blanket steri 
lizer 

12. The number of trash cans has 
been increased. 

13. Shoe covers of special design 
were manufactured for use in operat 
ing and delivery rooms 

14. Use of rubber gloves has been 
increased. 


15. A special germicidal solution 
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was purchased for preoperative skin 
preparations 

16. Large 
cloth 


tor a variety of purposes 


quantities ot plastic 


and paper bags are now used 

These supplies cost $15,378 a vear 

a figure that reflects only amounts 
used in excess of those that were r 
quired before the infection program 
was instituted 

For the first vear of the infections 
program, our added expenditures will 
be a little over $87,000. This figure in 


cludes, of course, many nonrecurring 


items. To keep the program in opera 
tion, our cost for succeeding years will 
he about $44,000 per year These con 


tinuing expenses have increased ow 


cost per day approximately 


$0.50 


patient 


These cost figures have very serious 
significance to hospitals already pain 
fully that their 


continually rising - 


aware expenses are 


Student nurse wrings her hands in a 
disinfectant solution. The _ isolation 
cart contains gowns, masks, caps, 
supplies, and step-on disposal cans. 





tions program one energetic hospital 
employe, who was assigned the task 
of removing the body of a patient on 
isolation, appeared on the scene fully 
gowned, capped and masked, push 
ing a cart with one hand and carrying 
a bucket of disinfectant in the other 
After carefully 
patients up and down the entire cor 
ridor, he task 
ended up by sealing the door of the 


warning visitors and 


carried out his and 
room with masking tape and posting 
a large sign advising everyone to keep 
his distance. Near panic resulted on 
the part of those who witnessed this 
display. It took much persuasion to 
convince everyone that the histrionic 
instincts of the employe had far over 
stepped the practical aspects of the 
situation. 

Personnel. The implementation of 
an infections program has an impact 
on all employes. Not only must many 
of them change long established 
habits because of training in new pro 
cedures, they must also be educated 
in the role they themselves may take 
in spreading infection. Getting per 
sonnel to report skin lesions, upper 
respiratory infections, and diarrhea is 
an important step in this process ot 
education. The volume of such cases 
IS potentially quite great and practi 
cally requires the hospital to have 
some form of emplove health service 

Hospitals having such facilities are 
already geared to do the necessary 


examinations and 


phy sical proce 


dures. Those institutions that do not 


have employe health services and who 
make a conscientious effort to control 
employe health problems will find it 
advantageous to establish at least 
limited health facilities. Such services 
have the advantage of placing control 
of handling employes in the hands of 
the health service physician, who will 
become familiar with infection prob- 
lems. Unless this is the case Emplove 
4 may be laid off from work with a 
minor furuncle by one doctor, while 
Employe B, who sees a different doc 
tor, may be returned to duty with a 
large draining skin lesion 

\ health service physician can en 
sure patient safety by not returning 
employes to 
further 


mission of the organisms can be made 


potentially dangerous 


sensitive areas, where trans 
A few months ago, a nursery employe 
was seen in our outpatient depart 
ment with a large boil on her neck 
took 
a culture but still sent the employe 
back to duty. The 


nursery 


The house officer who saw her 
supervisor of the 


was on her toes and pre 
vented the emplove from returning to 
work. It was subsequently found that 
the boil contained a pathogenic strain 
of staphylococcus 


work 


ers emploved in patient care areas 


Volunteers. Even volunteer 
contribute to the 


During the 


may inadvertently 


scattering of infection 

mill outbreak of nursery skin rashes 
mentioned earlier, it was necessary to 
review rapidly the 70 people who had 
Part of this 


access to the nursery 


Two 180 pound loads of contaminated linen wrapped in canvas bags and 
then in a red plastic disinfectant bag can be run through the sterilizer daily 


~ 
OWN 


‘® 
’ “ ’ 
: aa 


group were volunteer workers over 
whom we had relatively little control 
As an emergency step, it was neces- 
sary to exclude volunteers from the 
nursery. This posed problems in inter 
preting to them the necessity for such 
a measure. We were fortunate in 
being able to explain the situation to 
this group effectively. Had it not been 
done so, community-wide repercus 
sions could have been caused by ill 
After the 
situation was well in hand, the wom 
en's that vol 


unteers could return to the nursery 


nursery 


informed gossip 


auxiliary was advised 
provided they underwent the same 
phvsic al examinations that emploves 
were subject to. However, it was felt 
that physical examination for skin le 
sions, plus the necessity for an anal 
smear, would have meant a potential 
loss of dignity for the group involved 

The Patient. The passive recipient 
of all these developments is, of course 
the patient. In the development of an 
elaborate program we too often over 
look how the patient must react t 
evaluate 


situations he is unable to 


and which mav indeed be terrifving 


ones. Patients are familiar with dis- 
eases that have traditionally required 
isolation, such as tuberculosis The 
need to isolate staphlococcal infec 
tlons produces a new element which 
is strange ground 

In addition to the inconvenience 


and anxiety produced by isolation, 
there is the added factor that the pa- 
tient may actually regard the hospital 
is being responsible and, therefore 
liable for this inconvenience and anxi 
etv. We have already been faced with 
a threatened law suit to recover dam 
ives on an unresolved skin infection 
In this instance, however, the family 
physician was able to avert trouble 
by adequately explaining the problem 


to the infections 


family. Having an 


program in operation is the best de 


against litigation; such infec 
risks that are 


hospital operation just as the possibil 


tense 
tions are inherent in 
itv of being hit by an automobile is 
inherent in crossing the street 

It is wise to keep patients adequate- 
lv informed as to the nature of infe« 
tions that thev themselves have. The 
ictivities carried on around isolation 
rooms should be done as unobtrusive 
lv and with the least fanfare possible 
avoid anxieties 


so as to creating 


among patients in surrounding 


rooms * 
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Special Report: 





Doctors, Hospitals and Patients in Russia 


The over-all setup exemplifies progressive 
medicine and surgery and public health 


activities, an American administrator reports 


George U. Wood 


| Pepin in Russia is an austere exist entering the university, the student re 
ence This austerity is perhaps ceives a monthly stipend if 300 rubles 

best exemplified by the monetary S75) during his first vear; later on in 
value of the ruble. The official rate of his course this is increased to 500 
exchange for Russians is four rubles rubles ($125 
to the dollar, and it is on this ex In Moscow there are two 
change rate that comparison must he institutes, each with 4000 studer 
made, not on the rate of 10 rubles to iddition, ther s a dental institut 
the dollar which is granted to tourists with 1500 students and an institute of 

Che average industrial worker in pharmacy with 2000 students 
Russia receives a wage of 800 rubles Medical training requires six years 
a month. A fair average of the Soviet of study. During this period, students 
worker's monthly purchasing power ire required to devote 250 hours t 
today is $150 to $200. From this ir politic il studies: 216 hours are giver 
come he must purchase his food and to the study of biology, 397 hours to 
pay for his rent and other necessities of uatomy, 250 hours to embryology 
life including certain medical supplies ind 213 hours to general surgery 
In addition, he must finance his vearly Upon graduation from me 
vacation trips school, a doctor enters practice c 

Russian children start attending general practitioner. He is assigned IpPosithe it the medical professi 
elementary school at the age of 7 and _ by the government to a rural area « is m \ p xcceptance of 
continue until they are 14. Following one of the hospitals in an urban «tors of bo x on an equal 
this they spend an additional three Doctors who wish to specialize m ) s i r cent of those who 
vears at “middle school”; here the particular field of medicine or surge ‘ proached wit! , juestior 
study of English is compulsory must first pass a competitive examina the 


Anvone wishing to study medicine tion Specializ ition training is carried 
must pass a university entrance test wit by one of two methods the prac ' ise’s oh administi 
Che average age of admission to medi tical or the academic men rather 


cal school is 17. On qualifving for and Under practi " ml | t \ } nad i portunity 


In the fall of 1958. George U. Wood, executi 
president of Peralta Hospital Oakland, Cali} 
an extended trip to Russia. Mr. Wood spent 
of his time in the Soviet Union 

medical officials and inspecting mee 
hospitals and clinics. The accompanyi 

his trip is adapted from presentation 


fo numerous proje ss onal groups in th 
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cian in five is a Party member as 
against one in 33 of the total popula- 
tion. 

Physicians who are party members 
attain a priority status in the medical 
hierarchy. This status, together with 
the general and diffused power which 
party membership bestows upon each 
member, means that many who are 
members of the party give orders to 
nonparty member physicians. 


The Hospital Staff 

The medical staff of each hospital is 
controlled by an executive committee 
representing the local health council 
Staff appointments are made by the 
hospital superintendent. Doctors may 
have staff appointments in more than 
one hospital, thus supplementing their 
income. They work six days a week. In 
hospitals the work day is six hours 
while in health centers and clinics it is 
five and a half hours. However, at the 
medical institute in Moscow there are 
exceptions. Here, doctors in the x-ray 
department, in the department of in- 
fectious diseases and in some chemis- 
try departments put in four hours of 
work daily six days a week. 

A physician is an employe of the 
ministry of health. As such he is ex- 
pected to subordinate himself to di- 
rectives handed down to him from his 
supervisors. 

How does the 
U.S.S.R. fare financially? As an em 
ploye of the ministry of health, he is 
paid a salary. But there are wide vari- 


doctor in the 


ations In compensation. 

The director of the institute of med- 
icine a position and rank compa- 
rable to that held by a dean of a U.S 
medical school — receives 7500 rubles 
($1875) a month. 
provided with a furnished house, serv- 


In addition he is 


ants and an automobile. 

A professor with a degree of First 
Candidate of Medical Science re- 
ceives 2000 rubles ($500) a month 
If he has a second degree he receives 
3000 rubles. His salary can be in- 
creased to 5000 rubles ($1250) a 
month, depending upon the number 
of degrees he has earned. A board 
specialist with a full-time appoint- 
ment in a hospital can earn from 1000 
to 2000 rubles ($250 to $500) month- 
ly. In 1958 the base pay for a general 
practitioner was 750 rubles ($187.- 
50) a month. After five years of prac 
tice this is increased to 900 rubles 

After 10 years of practice 


the base reaches 1000 rubles ($250) 
Registered laboratory and 
x-ray technicians receive salaries rang- 
ing from 450 to 600 rubles ($112.50 
to $150) a month. Maids and porters 
are paid 350 to 400 rubles ($87.50 to 
$100) a month. 


nurses, 


quired to pay for medications except 
when hospitalized. This means that in 
this respect Russia has adopted the 
capitalistic principle of coinsurance 
This practice has saved the govern- 
ment millions of rubles and has in- 


fluenced physicans from prescribing 


In the operating theater at the Sechenov Institute, Moscow, the author saw 
three operations going on simultaneously and 47 people in the room. 


Doctors report that salaries for phy- 
Sicilians are lower than corresponding 
pay for technical experts, such as engi- 
neers, architects and similar occupa- 
A captain in the air force, for 
5000 


tlons 
example, receives a salarv of 
rubles ($1250 


Free medical and hospital care for 


a month 


the Soviet populace is provided by the 
state and is financed from the state 
budget. However, the patient is re- 


~\ 


drugs unnecessarily. The same is true 
in England 

Che aged and those patients requir 
ing convalescent care are provided 
free medical service and maintenance 
in a wide network of health resorts 
Chere are also excellent tuberculosis 
sanatoriums in Southern Russia 

Urban areas are divided into medi 
cal districts. Each district embraces a 


population of approximately four to 
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five thousand people and each has a 
health center or dispensary. Such 
health centers provide the patient's 
first contact with socialized health 
services, a port of entry, so to speak, 
into the Soviet system of medical care. 
Most patients walk to the dispensary. 
However, if they are unable to walk, 
word is sent requesting a physician to 
make a house call. A doctor, when 


who, in turn, direct patients to medi- 
cal or surgical specialists and medical 
institutes or both, as necessary 

If necessary, patients in a rural area 
are transferred to a regional medical 
center. The most highly specialized 


institutions are centered in Moscow 


and Leningrad and are connected 
with scientific institutes 


The quality of medical care avail- 


Comrade, You Goofed! 


“= last year Moscow's new- 
est hospital, No. 64, was com- 
pleted and labeled “excellent” by 
the Moscow Health Department 
and the city’s Commission of Ar- 
chitectural Construction Control. 

Now, it turns out, a few flaws 
have been discovered in the build- 
ing that have a familiar ring to 
them. 

In a sputtering article in Izvestia, 
the Soviet government organ, Prof. 
A. B. Bakulev, president of the 
Academy of Medical Sciences, said 
that the hospital is, in effect, a dis- 
grace. 

According to a New York Herald 
Tribune report, Professor Bakulev, 
a renowned heart surgeon, sharply 
accused the designers and builders 
of perpetrating the following 
“shortcomings” in the hospital: 

Installing a switch for the fifth- 
floor operating room lights on the 
fourth floor and a switch for the 
fourth-floor operating room lights 
on the third floor. 

Locating a dining room across 
the corridor from the surgical dress- 
ing room and putting bathrooms 


near operating rooms. 


making a house call, 1s accompanied 
by a nurse. If hospitalization is neces- 
sary, an ambulance is ordered, a doc- 
tor and a nurse accompanying the 


driver on all such calls 
The patient's history and all his 
health records are kept on file in the 
office of the dispensary; they accom- 
pany him to the hospital 
Health centers and dispensaries are 
staffed general 


with practitioners, 
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Equipping reception and exami- 
nation rooms with such small, nar- 
row doors that it is all but impos- 
sible to maneuver cots or stretchers 
through them. 

Failing to meet radiation protec- 
tion standards in x-ray rooms. 

“Forgetting” to equip the hospi- 
tal with special rooms for blood 
transfusions, patients’ cloakrooms, 
and sitting rooms for on-duty doc- 
tors and nurses. 

Flooring the surgery room with 
low-quality, poorly laid tile which 
is difficult to clean and therefore 
is a possible incubator for infection; 
installing ill-fitting doors and win- 
dows in the room. 

Who is at fault? 

In what must be an international 
tradition, Professor Bakulev blamed 
unidentified officials who wanted 
to cut building costs. And while 
he was at it, he also blamed the 
Moscow Health Department, the 
Academy of Medical Sciences’ In- 
stitute of Hygiene, designers, ar- 
chitects and other officials who 
have a “Peter the Great” point of 
view that other things are more im- 
portant than hospitals. ~ 


able to the individual varies with his 


political status, i.e. every Soviet citi 


zen, man, woman and child, is as 
signed to a certain medical category 
Categories for the adult population 
are determined by the position of in- 
dividuals in the political hierarchy 
[wo basic medical systems are used 
the common or general network and 
the closed or restricted network. The 


general network is the larger. It is di 


rected and maintained by the ministry 
of health 
the general population 


Its services are reserved for 
There are 
graduations in the quality of service 
within this system. People in the rural 
areas receive lower quality care than 
the urban population does 

The closed or restricted system is 
more exclusive. Little information is 
available on it. Its services are avail- 
able to the rank and file worker, such 
as the armed forces, the ministry of 
transportation, state secretary, and in- 
ternal affairs. The care provided pre 
better that in the 
general system but this is relative only 


sumably is than 
because it is still reserved for the rank 
and file party members 

Chere exists a third medical system 
It is ultra-restricted in its services and 
is least documented as to details. It 
embrac es closed hospitals or clinics 
whose facilities are reserved solely for 
the upper strata of the Soviet hier 
archy. It, too, has gradations in privi 
leges, facilities and medical care 
here is thus formed a medical pyra 
mid, the top of which naturally cor 
responds to the peak of the Soviet 
svstem 


social The best hospital ac 


commodations and the best services 
are reserved for the top state and 


offic ials Fac h 


has a personal phy siclan who, along 


party such individual 
with medical care, prescribes work 
habits, diet, 


so on. Hospitalization, when required 


exercise, vacations and 
is in a de luxe hospital located in the 
Kremlin. It is 
and is the best equipped hospital in 
the Soviet 
superbly equipped sanitariums situ- 
ated on the Black Sea Coast and in the 
Crimea are available to party dignitar- 


beautifully furnished 


Union. Luxurious and 


ies for whom rest is prescribed 

For officials in the next lower rat 
ing, hospital facilities and services, 
still far 
A physician is 


less luxurious, are 


though 
above the average 
shared with five or six other officials 
and their families. This category is 
made up of the cream of the Soviet 
Below this 


there are in every city and major town 


intelligentsia rating 


medical clinics which are reserved for 
local Soviet party officials. In small 
localities where the number of high 
officials is too small to warrant such 
special setups, a portion of the existing 
medical facilities is reserved for them 

rhe quality of medical and surgical 
prac tice and patient care in Russia ap 

Continued on Page 71 








An Observer Finds That Russian Hospitals Aren’t So Different 


Marshall Frankel 


Marshall Frankel recently returned from a trip to Russia that 
included a thorough tour of the 2300 bed Botkin (Botkins- 
kaya) Hospital, Moscow, the largest hospital in the U.S.S.R. In a 
MODERN HOSPITAL interview, Mr. Frankel, a partner in J. D. 
Marshall, International, an export company specializing in medical 
equipment, described his impression of the institution. His com- 
ments on the things he saw and heard follow. 


OTKIN HOSPITAL was 

founded on the outskirts of 
Moscow in 1910 as a 500 bed 
institution. The hospital re 
ceives patients referred to it 
from the five different polyclin 
ics located in different sections 
of the city. It is administered on 
a budget of 40 million rubles 
yearly ($10 million, according 
to the official rate of exchange 

We asked one of the deputy 
doctors what would happen it 
for some reason or another the 
hospital exceeded _ its budget 
“Well,” he said, “in certain 
emergencies, we could get an 
additional allotment, although 
we never have.” 

The hospital has a staff of 
365 doctors and 1000 nurses 
and a total working force of 
2700 persons. Chief officer of 
the hospital Is a surgeon who is 
assisted in the administration of 
the hospital by three deputy 
doctors. These doctors all have 
special departments of their own 
and also assist the chief doctor 
in running the hospital. A fourth 
doctor on the administrative 
staff actually does not practice 
medicine, but is a specialist in 
economics 

rhe hospital consists of 28 
brick buildings, all of them 
quite old. Although the exteri 
ors appear run down, the in 
teriors of the buildings are ex 
tremely well kept 

Physically, the hospital re 
sembles American institutions 
i.e. there are nurses’ stations 


clean and dirty linen rooms, and 


autoclaves that are not too dif- 
ferent from those in U.S. hos- 
pitals. The hospital, however 


lacks modern food _ service 


equipment. One building serves 
as the central kitchen. Food is 
loaded in bulk onto trucks and 
carried from the central kitchen 
to the patient units The food is 
portioned on trays on the pa- 
tient floors with no special facil- 
ities to speed up the operation 
The food, of course, is quite 


cold when it reaches the patient 


Doctors Run Kitchen 


Although the methods of food 
transportation appear _ ineffi- 
cient, the kitchen itself is ex- 
tremely sanitary and run by two 
doctors and two engineers. Six 
diet nurses work under the su 
pervision of the doctors and 
engineers, one of whom appears 
to be a head dietitian 

All major equipment in the 
hospital was manufactured in 
the Soviet Union. There is no 
apparent concern for attractive- 
ness. Everything appears to be 
designed for utility 

The x-ray equipment, for 
example, was manufactured in 
Russia and did not look modern 
although supposedly it was de 
signed to make use of modern 
x-ray technics. I noticed no au- 
tomation whatever, and I saw 
no floor washing or floor clean 
ing machines 

The operating tables are the 
more basic type that were 
popular in the United States 


some 20 vears ago. The tables 


are kept busy; the hospital 
averages 10,000 operations an 
nually Operations are done free 
of charge. Prescribed medicine 
is also dispensed free of charge 
to anyone who is in the country 
and requires it regardless of 
his citizenship status 

Oxygen therapy in the hospi- 
tal appears to be some 30 years 
behind technics used in the 
Western world. Hermeticall, 
sealed wards with fixed oxygen 
concentration are used The 
Russians also make use of what 
they call “oxygen pulls” in their 
oxygen therapy These are 
merely pillows inflated with 
oxygen from a tank. The pillows 
are portable and have a tube 
which the patient takes in his 
mouth for inhalation while the 
pillow Is compressed 

An estimated 85 per cent of 
all operations performed in Rus 
sian hospitals are accomplished 
with the aid of local anesthesia 
I saw a thoracic operation, for 
example, where the entire neck 
was open and yet the patient 
had only local anesthesia and 
was aware of what was going 
on at the time the operation was 
taking place 

Doctors in the hospital, as it 
all Russian hospitals, work a six 
hour day. They generally do not 
perform overtime work and are 
paid on a straight salary basis 
see accompanying article by 
Mr. Wood). In addition to their 
day duties, doctors usually draw 
duty two nights a week 

Chere appears to be no nurse 
shortage in the Soviet Union 
Nurses in the U.S.S.R. go to 
regular school for 10 years and 
receive specialized medical col 
lege training for two additional 
vears. Nurse coverage on the 
wards appeared to be excel 
lent. On duty, the nurses wear 
uniforms similar to those worn 


by American nurses . 
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woman for delivery. Visits are contin the same time. Each was surrounded 


ip of medical students 
Across the corridor was 


ued twice weekly, at each of which by a gro 


treatments lasting one hour each are an operat 


carried out. No 


rved for plastic 
during labor and no anesthetic is ad As we watched the team 


it work ul 


medication is given ing room rese surgery 
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remains in the procedure { repair of severed tendons 
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girl was be 
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stances The patient 
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the woman surgeon worked, an 


Che cesarean rate is 0.5 per cent In 
the | 


| was privileged to visit and inspect on and it was interspersed with 


S. it is 5.5 per cent mated conversation was being carri 


U.S.S.R. PUBLIC HEALTH STATISTICS 


Population is 200.2 million. 

The total births, excluding stillbirths, was approximately 5 million 
in 1956. Cesarean rate is 0.5%. 

All deliveries in cities and towns take place in hospitals. 

Hospital admissions, excluding births, 15% of population in cities 
and towns—countryside, 10% 

Autopsies are compulsory in cities and towns—no permit is re- 
quired. 

Average length of stay is 17 days. 

Gall bladder—30 days 
Maternity—14 days 


Hernia—14 days 
T and A—4 days 


U.S. 
9,313 


U.S.S.R. 
Total hospitals, excluding military 24,105 
Total hospital beds, excluding 
military 
Ratio of hospital beds per 
10,000 population 67 81 
infant mortality per thousand 45 26.4 
Maternal mortality per thousand 0.6 0.47 
Physicians, excluding military 360,000 228,295 
Male 86,400 215,200 
Female 273,600 13,095 


1,360,000 1,395,945 
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Medical Statistics Tell the Story at a Glance 


This method of presenting statistical reports not only frees 


the record librarian of much drudgery, it presents a true 


picture of what is happening to patients and thus provides the 


administration with an accurate basis for evaluating patient care 


Robert S. Myers, M.D., and Vergil N. Slee, M.D. 


OOD workmen deserve 


tools” is just as true of activi- 


g af »d 


ties in the health field as it is of the 
work of any other profession, busi- 
ness, trade or occupation. Yet few 


Dr. Myers is assistant director of the American 
College of Surgeons and treasurer and a member 
of the board of trustees of the Commission on 
Professional and Hospital Activities, Inc 

Dr. Slee is secretary of the board of tr 
and director of the Commission 
and Hospital Activities, 


stees 
on Professional 


Inc 


hospitals provide adequate statistical 
tools to help their medical staffs and 
to 
This applies generally 


administrations evaluate patient 


care to all 
tvpes and sizes of hospitals 
The 


obvious: The customary 


reason for this deficiency is 
methods for 
preparing hospital statistical reports 
are so antiquated, burdensome, im 


practical and uneconomical that the 


resultant meager data are inadequate 
to guide the activities of the staff and 
of the administration. This is particu- 
larly true of the usual monthly dis 
charge analysis, which is supposed to 
provide certain basic data concerning 
the care of patients over a limited pe- 
riod of time. Moreover, this particu- 
lar analvsis, deficient though it may 


be, is all that most hospitals have 
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Val 


the final diagnosis on which the patient was admitted. 
This analysis provides basic data for the various hos- 
pital services, such as discharges by broad age groups, 
length of stay, deaths and autopsies, and methods of 
payment for hospitalization 


Discharge Analysis A_ classifies all patients dis- 
charged during the month by hospital service. Hos- 
pitals may classify each patient on the basis of the 
service rendering the care, or, as in this example, PAS 
will assign ‘‘disease service’’ by machine on the basis of 
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Discharge Analysis B classifies the patients by diag- 
nosis groups as indicated in the left-hand margin. Each 
patient is assigned to the group which includes the 
cendition for which he was hospitalized. Examination of 
the column headings shows that this report is de- 
signed to provide a great deal of information which is 


rhe disease and operation indexes are tabulates the data 
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normally not accessible. For instance, not only are there 
data concerning sex, length of stay, and deaths, there 
is also information about specific aspects of the pa 
tients’ diagnostic investigation and definitive therapy 
Note use of antibiotics in relation to sensitivity tests for 
as well number of blood transfusions 


these drugs, as 


Monthl Discharge Analyses A and 


B, and (2) the Monthly 


by business ha 


and Diagnosis and 


usuclly not kept up to date and, even 
if they were, would be of trifling aid, 
for they 
listing of the 


are almost invariably a mere 
and 
little 


ey alu 


names of diseases 
they 


effective 


operations; as such, have 


intrinsic value in the 
ation of the care of patients 

A practicable, efficient and eco 
nomical system has been developed 
and is now available to supply perti 
nent information on patient care to 
hospitals. This is called the Profes 
Activity Study (PAS) of the 
Commission on Professional and Hos 
* The PAS utilizes 


objective data abstracted by the med 


sional 
pital Activities, Inc 
ical record librarian from the regula: 
clinical records of all hospitalized pa 
? discharge d 


tients as soon as thev are 
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chine methods at its central office 
returns the information to the hospital 
in reports which replace the routine 
monthly statistics and the indexes 
which ordinarily are compiled labori 
hand 

Among the 
month to the hospital by PAS are two 
kinds which provide the medical staff 
and the 
tial, factual about 
treatment of patients during the 
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MONTHLY DIAGNOSIS INDEX 


This report lists all of the patients discharged during 
the month. Each line on this sample page represents a 
single patient and carries the information abstracted by 
the medical record librarian on the PAS code sheet. 
All routine listings of patients resemble this report in 
that they carry the abstracted information from the 
patient's clinical record. The codes used are given in 
an explanatory table which is printed on the back of the 
listing form. They are thus available for reference oppo- 
site each page of the listings and indexes as they are 
filed in loose-leaf binders. 

Since this is a diagnosis listing, the sequence is by 
the final diagnosis which caused the patient's hospital- 
ization (column 1). Each line above represents a pa- 
tient hospitalized for treatment of bronchopneumonia 
(code 491.0). The first line, for example, shows such 
a patient, chart number 6974 (column 16). The patient 
was treated on the medical service (code 12 in column 
6) by physician 88 (column 10). 

We note further that patient number 6974 was in the 
hospital for three days (column 17), that he was dis- 
charged alive (column 18, blank) and that he was 22 
years of age (column 20) and a male (column 19, 
code 1). 

As for investigation, we note that patient number 
6974 had no chest x-ray (blank in column 23); his tem- 
perature on admission was elevated one degree (code 


DIAGNOSIS CODES 

046.0 Amebiasis 

162.1 Malignant neoplasm of bron- 
chus or lung 

260.0 Diabetes mellitus 

291.0 Iron deficiency anemia 


limited areas of 
further 


evaluation by physicians to detect and 


mine what patient 


care require and_ intensive 


to correct certain deficiencies. Cer- 


tainly, overworked physicians and 


harassed 
ports of this kind which will enable 


administrators deserve re- 


420.0 Arteriosclerotic heart disease 
434.6 Cardiac decompensation 
450.0 Generalized arteriosclerosis 
491.0 Bronchopneumonia 

519.2 Pleural effusion 

592.0 Chronic nephritis 


them to improve the quality of pa- 
tient care while at the same time con- 
serving time, funds and energies 
[vpical examples of the four essen- 
tial monthly reports returned by the 
PAS to hospitals are shown on these 


and the preceding pages 


1 in column 24); no admission blood pressure was re- 
corded (blank in column 25); he had a routine urine 
examination (code 3 in column 28) which showed no 
sugar or albumin (blanks in columns 26 and 27); a 
complete blood count was done (code 5 in column 29); 
the admission hemoglobin was 11 grams (column 30); 
a bacterial smear was done (code | in column 34). 

For therapy, the patient received antibiotics (code 7 
in column 40); commercial insurance paid the hospital 
bill (code 2 in column 42). 

A total of 16 patients was discharged from the hos- 
pital in January with a final diagnosis of bronchopneu- 
monia (the total appears with an asterisk in column 16). 
Two patients died (code 5 in column 18). 

Rapid review of the listings is an excellent method 
for determining compliance with the minimum require- 
ments of the Joint Commission on Accreditation of Hos- 
pitals as to hematology and urinalysis (blanks in col- 
umns 28 and 29 are cases lacking the basic require- 
ments). Each clinical department can also see cases 
which require explanation, such as the pneumonias 
without x-ray and those given antibiotics without bac- 
teriological study. NOTE THAT THE DIAGNOSIS LISTING 
SHOWN ILLUSTRATES A RAPID AND INFORMATIVE 
SURVEY IN INTERNAL MEDICINE — AN AREA WHICH 
IT 1S OFTEN SAID WOULD NOT LEND ITSELF TO SIMPLE 
REVIEW. 

754.5 Other congenital malforma- 
tion of heart 
789.0 Albuminuria 


OPERATION CODE 
377-023 Thoracentesis 


The PAS not only provides these 
voluminous and pertinent data to its 
participating hospitals on a monthly 
basis, it also completely indexes all 
medical records by diagnosis, physi- 
cian, operation and surgeon at semi- 
and summarizes 


annual intervals 
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MONTHLY OPERATIONS INDEX 


This report lists the patients discharged during the 
month who had surgery. Sequence is by operation code 
(column 7). (Each line above describes a patient who 
had an appendectomy.) As in the Monthly Diagnosis 
Listing, all of the information from the PAS code sheet is 
given. The listing therefore serves as a basic source of in- 
formation about patients who had operations. 

Because of this, the operation listing is far more valu- 
able to the tissue committee than a mere list of chart 
numbers and operations would be. The tissue code 
printed in column 13 is particularly useful in simplifying 
tissue comittee work. The code is assigned by the pa- 
thologist as follows: Code 1 shows tissue disease which 
generolly requires surgical removal, code 2 shows tis- 
sue disease where surgical removal is not clearly re- 
quired from the pathological findings alone, and code 3 
shows no disease. 

In the example above, the tissue committee can pass 
over the seven cases with a tissue coded ‘']"' and ex- 
amine carefully the 10 charts with tissue coded *'2"' and 


the surgery. The medical record librarian can be in 
structed to have these charts ready in advance 

The committee can pick out directly certain situations 
which call for special investigation. For example, one 
surgeon (No. 80) performed four appendectomies, and 
for each recorded the final diagnosis of acute appendi 
citis. In three of the cases the tissue report was ‘‘no dis 
lf these operations were justified by the clinical 
so determine. (Note 


in not 


ease." 
record, the tissue committee will 
that the case listed on the first 
showing appendicitis as the final diagnosis since the 
tissue was coded ‘no disease.’’) 

Further investigation of surgical practice is also facili 
tated by the listings: The committee can locate at a 
glance the use of transfusion and its relation to admis 
sion, hemoglobin, the use of antibiotics and parenteral 
fluids, the type of laboratory investigation carried out 
and the admission WBC, temperature and blood pres 
sure. Compliance with the minimum laboratory require 


line is correct 


ments of the Joint Commission on Accreditation of Hos 


‘*3"' in order to see whether the clinical picture justified 


DIAGNOSIS CODES 
468.1 Mesenteric lymphadenitis 
550.0 Acute appendicitis, without 
mention of peritonitis 


diagnoses and twice a 


These are the indexes by 


operati ms 
vear dis- 


ease, and physician re 

quired by the Joint Commission on 

Accreditation of Hospitals 
Participation in the PAS has the 


considerable advantage that it makes 


operation 


available these informative data with- 
out burdening hospital personnel 
The PAS method makes no demands 
upon the medical staff save the com- 
pletion of the medical records in the 
usual way. Moreover, it frees the rec- 


ord librarian from the drudgery of 
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550.2 
552.1 


Subacute appendicitis 
Chronic appendi 
citis 


recurrent 


552.2 Previous acute appendicitis 


statistical 


monthly reports 


making 
and posting all the cases to the re 
quired indexes 

How are the data obtained 
if evervone in the hospital saves time 
effort? By the 
PAS 
patient discharged from the hospital 
This is 


department at an average time which 


then 


completion ot a 
sheet for 


and 


standard code ever\ 


medical record 


done by the 
does not exceed five minutes per cas 
The work of the hospital is then con 
pleted The code sheets are mailed to 


the commission's headqu irters in Am 


pitals may also be checked in columns 28 and 29 


(‘interval appendicitis'’) 


OPERATION CODES 
661-12 Appendectomy 


Arbor where the ire pl cessed 


machine and the reports prepared 
our conviction that the month 
PAS to its 
hospitals provide stati 
obtainable b 


method It is ou: 


It is 


ly reports returned by the 


participating 
tical information not 
an othe 
and also that of 109 hospit ils in 
PAS 


rie irl 


experi 
cnet 
using the 
data of 
iillion patients umually, that these 
enable the staff and 


g] ince the 


states which are 


nethod to handle the 


reports medi il 


idministration to see if a 


basic facts about patient care 





* 


Gowning and masking technics are observed 


by the two 


to begin 


junior medics as they prepare 
the operation on a favorite doll. 


Lage 
< 


as well 
as scrub-up, shown here, are important. 


Director of hospital's surgical 
ment warned girls that gloves, 


operating 
surgical 


They move to the 
and Dr. Tootie cleanses 
as precaution in preventing 


room 
field 


infection. 


Child's play 


r 1E charm of children and the 

persuasive power of pictures—long 
a favorite combination of advertisers 
and calendar designers—proved useful 
in telling the story of one hospital to 
its community. 

Flushing Hospital, Flushing, N.Y., 
believes in helping people identify 
themselves with the hospital before 
they are asked to take its problems 
seriously or support its program. This 
is the purpose of its light-hearted hos- 
pital bulletin, “On Call,” which goes 
to 25,000 persons in the community 

he bulletin makes no appeals, does 
not talk about money, and features no 
dire need stories. Its human interest 
approach is exemplified by one issue, 


The operation gets under way as 
Dr. Crissy clamps off blood vessels; 
then the troubled organ is brought 
to view and the defect is remedied. 
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heips to educate the grown-ups 


“Operation Baby Doll,” from which 
the pictures on these pages are taken 
The story proved so appealing that it 
was reprinted as a feature article by 
the Long Island Sunday Press 

The picture story showed two bud- 
ding medics, “Doctors” Tootie and 
Crissy, as they performed an opera 
tion on their favorite doll, using instru 
ments borrowed from their physician 
fathers 

Besides having human interest ap 
peal, the story furnished an opportu- 
nity for a brief explanation of operat- 
ing room procedure by Dr. C. Nelson 


Baker, director of the hospital's de 
partment of surgery, presented in a (4 
. ’ 


“letter of advice” to the girls « 


This postoperative technic — 
tender, loving care — won 
Dr. Baker's warm approval 


Below: A tense moment finds the 
girls ceoperating fully Above, 
left: Befere closing out, the sponge 
and ped counts must be correct 


> 
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Below: Student comforts anxious mother of injured child 
in emergency room and aids doctor and graduate nurse. 


Color 


brightens 
the 
recruiting 


picture 


Colorful illustrations and 
text in this brochure 

prove there is nothing 
drab about a nursing 
career — and enrollments 


have risen as a result 


Richard O. West 


RAMATK 


usual hospital nurse recruitment 


departure from the 


literature is achieved by use of fow 
color photographs and sketches in the 
nurse recruitment brochure of Nor 
walk Hospital, Norwalk, Conn. (See 
cover photograph.) We think the use 
of four colors captures the experience 
of a student nurse and the facilities of 
our school of nursing more realistical 
lv and effectively than would have 
been possible if only one or two colors 
had been used 

The brochure represents one of the 
tools used in a successful nurse re 
cruitment program conducted by Nor 
walk Hospital after it enlarged _ its 
school to permit an annual enrollment 
of 50 students, double the enrollment 
in previous vears 

We sought a theme for our recruit 
ment program that would (1) attract 
voung high school graduates to the 
nursing profession, and (2) stimulate 
their interest in the Norwalk Hospital 
School of Nursing 

lo help us, we conducted a poll 
of student nurses by questionnaire 
and personal interviews. When the re 
sults were evaluated, they were trans 
lated into the principal theme “This 
Can Be You” and a secondary thems 
“Step Into a Bright, New World 
Step Into a Nursing Career ” Once the 


theme was established the entire 


N 


Below: Applying knowledge gained in class, student 
checks blood transfusion. See also this month's cover 





nurse recruitment program news 
paper publicity radio programs, spot 
innouncements, posters ind so forth 
was geared to it 

The text and subheads at the top of 
each page focus attention on those 
things believed to motivate voung 
women to enter nursing 

After the text had been written and 
1 rough layout prepared, it was pre 
sented to a local artist, who is a well 
known illustrator, for his comments 
He suggested that color throughout 
would strengthen the impact of the 
message and agreed to draw a cover 
and add a few sketches to the layout 
This meant spending more than we 
had originally intended. The trustees 
igreed to the expenditure however 
ind the colorful brochure is the result 

Copies of this brochure have been 
distributed to high school librarians 
guidance counselors, public libraries 
members of the medical staff, trustees 
student nurses, and applicants. Addi 
tional copies have been furnished to 
high school students by members of 
muir nursing school facultv attending 
career day programs. Copies are also 
given to future nurse clubs visiting the 
hospital 

As a result of the program and the 
brochure inquiries about our school 
have tripled those of previous vears 
At the time this was written the en 
rollment for the September class was 
far ahead of last vear with a full en 


I Tene nt « xpecte d shorth a 
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Practice Is the Test of Methods Engineering 


This study shows how methods engineering works in 


actual practice to make better use of personnel, 


with resulting benefit to patients and the hospital 


Harold E. Smalley, Richard A. Dudek, and Edward J. Gerner Jr. 


first section of this articl 
May 
function of management engineet 
method of the 
In 


that discussion, two of the three major 


rHE 


resented in we reviewed 


N 
I I 
the 
Ing 


as a improving 


utilization of hospital personnel 


educa 
In 


pre 


approaches to the problem, i.¢ 
tion and research, were explored 
this concluding section we will 
sent the practical application of man 


agement engineering 


Practice 
| he 


research ( 


education and 


f 


HANI ZE d 


applic atu ‘ 
be 


through deve lopme nt of a formal pro 


at only 


gram in whic h an indis idual IS ¢ harge d 
the ot 


rin iple s and technics 


with responsibility ipplving 
these scwntific | 
in the hospital setting ' The objective 
of a formal program to implement and 
utilize effectively the tools and tech 
ot 


hay 


nics 


the 


management engineering 


the 


as 


apply to solution of 


hospital problems should be optimal 
patie nt care at minimal cost 
It is essenti il that idministration bn 


the | 


indoctrinated in and 
ot 


in order that it may 


pitfalls 


philosophy 


nomenclature i methods program 


tppre ciate use ful 


applic ations ind limitations 


Chis indoctrination is possible through 


general discussions ol 


pre te rabli 
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through a short course of instruction in 
some of the basic work simplification 
It that all 


supervisors through 


technics also essential 


Is 
be 


meetings 


indoctrinated 


similar and cours in 
struction 
be 


and the methods practitioner in order 
rf 


\ spirit ot coop ration must 
ven rated between the Sup rvisors 


to achieve maximum effectiveness 
the OVC all program 


nul be 
staff 


All hospital personnel she 
notified as to the function of the 
specialist his communication may be 
iccomplished through notices, depart 
mental meetings, or the hospital news 
paper 


It 


nation 


should be 


not a 


indo tri 


iffau 


that 
shot 


noted 


is one it 


continuous 


verTvaday 


reality it must be a never 


ending process The « dealings 


with the emploves and supervisors 
afford excellent opportunities for the 
management engineer to further the 
indoctrination process and achieve the 
ceoperation of all personnel so as to 
promote the objectives of the hospit il 

The of management eng 


neer should be a staff level 
job His primary fun 


position 
not a line 
ov SUPerVISOTY 


tion is to provide objective informa 
tion to administration and department 
heads to aid them in realistic planning 
Suggested job 
the 


turn 


decision making 
should be 
hospital administrator 
should 
job. It 
ment engineer contact each depart 


and solicit 


ind 


studies submitted to 


\N he 


establish a priority eacl 


that the 


on 


is essential manage 


his COO] 


ment supervisor 


eration and suggestions 


Upon completion ot the early 
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of personnel are described on theseygye is best for any given hospital. Briefly 


two pages (below). 

Based upon our experiences, better 
utilization of hospital personnel can 
be realized through practice of the 
profession, built upon education and 
research. It is important to realize, 
however, that implementation of a 
policy of organized methods improve- 
ment does not follow automatically. 


Implementation 

Implementing a policy of methods 
improvement can be achieved by con- 
sultation, do-it-yourself, professional- 
ism or some combination of these ap- 
proaches. There are three major cri- 
teria for determining which approach 


stated, these are continuity, Compata- 
bility and competence. 

To ensure continuity, the program 
director must be on a full-time basis 
Hospitals with fewer than 150 beds 
might deem it necessary to sacrifice 
some continuity by sharing the staff 
specialist with another hospital or by 
purchasing professional supervision on 
a part-time consulting basis. But such 
a decision should be based upon a 
realistic analysis of fiscal and humani- 
tarian objectives and should take into 
account the adverse effects of diluting 
the program's effectiveness 

In selecting the program director, 
care should be exercised to avoid the 


likelihood of personality clashes be- 
tween this key person and the hos- 
pital people with whom he will be 
The should be 
used by the management engineer in 
of his staff. For 


removal of the element of 


working Same care 


the selection own 
speedy 
alienism, the management engineering 
group should be given sufficient time 
to gain an understanding of the hos- 
pital environment before productive 
results are expected 

In essence, the management engi- 
neering program is controlled jointly 
by the administrator and the program 
director. Projects should be pursued 


using good industrial engineering 


practices and accepted engineering 


WORK MEASUREMENT STUDIES IN “OVERLOADED” DEPARTMENTS SHOWED 


Credit Office. One study con 
cerned processing credit office fol- 
low-up statements. Variation in the 
number of statements processed in 
a given period of time was beyond 
a chance relationship. The credit 
manager requested that a work 
measurement study be conducted 
to determine the standard time to 
process a given number of state- 
ments and, in addition, to standard- 
ize typing and handling procedures 
Before time standards are devel 
oped for any job, the method or 
procedure must be analyzed to 
eliminate unnecessary work or in 
efficient work methods, and _ ulti- 
mately to determine an efficient 
standard method for the task 

A study of this office procedure 
resulted in a more efficient method 
of performing the work, from 
which time standards were deter 
mined. This job study enabled the 
supers isor to assign the appropriate 
of statements to an 


number em- 


plove. With objectivity, she now 
knows how long it should take the 
employe working at average per- 
formance to complete the job as 
better 


assignment of work, an increased 


signment. This resulted in 


number of statements processed 
each day, and elimination of com- 
plaints that there was unfair ap- 
praisal of the time to process a 
given number of statements 


Fifth Floor Laboratory Office. 
The head of the pathology depart- 
ment indicated that there was an 
increasing backlog of work to be 
processed In the laboratory office 
and that he found it difficult to add 
duties since his work force ap- 
peared to be too busy to take on 
certain additional tasks that he had 
in mind. Perhaps he needed an 
other employe! A review of the 
procedures and a work measure- 
ment study indicated that his office 
emploves were, on the average, ef 
fectively working only 74 per cent 
of this 


studv. work was distributed more 


of each day. As a result 


evenly, unnecessary work was elim 
inated, and when one emplove sub 
sequently resigned for domestic 
reasons, it was not necessary to re 
place her Her work was absorbed 
by the previously nonproductive 
time of the remaining work force 
The the office is 


high and the backlog of work has 


morale in now 
been eliminated 

Helpers in Nursing Service. A 
study was requested by the direc 
order to deter 


tor of nursing in 


mine (1) the relative effectiveness 
of the helpers in performing daily 
tasks 


ferring the 


2) the practicability of trans 
housekeeping duties 
which are supervised by the nurs 
ing department) to the housekeep 


ing department, and (3) the work 


force necessary to pertorm these 
housekeeping tasks 

A detailed 
study 


work measurement 
was made of all the duties 
performed by the present helper 
force. From such data it was pos 
sible to 
hours ot housekeeping duties cur 
rently 


hospital and therefore predict the 


determine the standard 


performed throughout the 


working force required by the 
housekeeping department 

From this study it was objective 
lv decided to install a housekeep- 
ing helper pool under the direction 
of the housekeeper and thus reduce 
the helper work force. In addition 
to reducing the helper force, nu- 
merous other tasks were added to 
the remaining helper force 

Medical Record Manpower Uti- 
lization. At the request of the med 
ical record librarian, a study was 
conducted in the record room and 


Detailed work 
made ot the 


dictating office 


measurements were 
day and evening jobs performed 
in these two areas. The objective of 
to deter- 


mine the time required of each 


this study was twofold 
emplove to perform daily duties 


and to determine if additional 
work force was required as a result 
of anticipated hospital expansion 
Each employe was given a thor 
ough explanation of the purpose of 
together 


the forthcoming study, 
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ethics. Some of the management engi- 
neer’s efforts will be directed toward 
the improvement ot operating meth- 
ods and procedures, while others will 
deal with the development of admin 
istrative and managerial tools. A sound 


management engineering program 
will “snowball” to the extent that re- 
sults will be cumulative. If a good cli 
mate of attitudes prevails, steady 
progress and subtle results can have 
effects 


good hospital administration 


long-term, beneficial upon 

Hospital people will have the same 
fears that manufacturing people have 
will fear 


as regards innovation. They 


the unknown; they will fear criticism 


Thev will be apprehensive about los 


THAT THE NEED WAS FOR 


general discussion of the 
technic The 


with a 
work measurement 
employes were told that the results 
ot these studies would be dis« ussed 
with them in the presence of their 
supervisor. Most of the emploves 
were relaxed during the studies and 
all of them were keenly interested 
in the results 

From these detailed work meas 
urement studies, it was possible to 
develop standard data formulas for 
each position in the medical rec 
ords department. From such for 
mulas it was possible to determine 
monthly utilization of 
Such data indicated 


week or 


the average 
each emplove 
how manv hours per day, 
month the emplove would require 
to perform his duties including pet 
sonal time and fatigue 

Prior to this there 
as to the ad 


study were 
subjec tive estimates 
ditional work force required in the 
medical records department as a re- 
sult of antic ipated expansion of bed 
capacity. Through the development 
of standard data formulas and an 
ticipated future expansion require 
ments 
present medical records staff, at in 


could handle 


the additional work loads without 


creased effic wmency 
increasing the work force 

Work Simplification Instruction. 
In order to utilize personnel better 


the hospital administrator re 


September 1959 


it was determined that the 


job itself They 


will fear the loss of position, prestige 


ing skills or even the 


and status. In the hospital some indi 
viduals will be concerned about the 
eventual effects of an efficiency pro 
gram on human compassion and qual 
sone of 


ity of patient care. These are 


the challenges that face the manage 


health 


His success in carrving out 


ment engineer who enters the 
industry 
basic objectives will depend on the 
wav he meets these challenges 

The groundwork for a program 
carefully. ¢ 
good; they 
might feel that 
is desirable to work with or through 


me kind of a 


must be laid ommunica 


tions must be must stay 


good rhe enginee! 


methods committee 


jue sted that a work simplification 
course of instruction be developed 
tor presentation to supervisors of 
the hospital 
on the tools and technics of work 


rhis series of lectures 


simplific ation was open to all super 
visors on a voluntary basis. The ob 
jective of this course was to ac 


quaint hospital yp rsonnel with 
work simplific ation, its nomencla 
ture, philosophy and technics. A 
second objective of the course was 
that the tools and technics of work 
simplification aid the emplove in 
objectively analyzing current meth 


ods and procedures and in sug 


gesting improvements by submit 
ting ideas through the hospital sug 
gestion plan 

The course material was covered 
in approximately 12 one-hour ses 
Thirty-eight 
tended the 


tion of the 


supervisors it 


I 
At the « mmple 


sions 
course 
course the instructor 
prepared a que stionnaire that was 
distributed to the participants. This 


critique was developed with the 


Ibjective of determining 


opinion as 
to the relative applic ability of thes 
tools and as to the teaching meth 
ods emploved It was felt that such 
a critique would guide the planning 


ot future courses 


will be well advised to create 


and he 


the attitude that “this is your method 


} 


He can maintain the legitimacy of the 


program and still act as a catalyst in 


promoting participation by individ 


In some instances, he may want 


of the 


uals 
to urge individuals to use some 
tools of work simplification. In all in 
stances, he will want to direct atten 
tion to the method and away from the 
person performing the job. The pro 
fessional engineer will have to var 
his ipproac h to the differences among 
groups as suc h and among individuals 
within groups. One of the true tests of 
professionalism is the extent to whicl 
the management engineer solves these 


human problems * 


BETTER PLANNING OF WORK, NOT MORE HELP 


It was of interest to note that 


from the statistical analysis of the 
survey, the group rated the appli 
cabilitv of these tools as vers hig 
lwo-thirds of the 
that a similar course of instruction 
should be 


ordinates 


, 
supervisors felt 


given to their own sub 
\ majority of the super 
having 


could 


do a small project on their own. A 


visors were convinced that 
comple ted this course, the 
majoritv of the parti ipants indi 
cated that thev are 

of the need for 


a favorable atmosphere 


now more cog 


he Iping to 


methods improvement in the he 
Others indicated that the 
course helped them to develop 
attitucl is to wil 


pital 


ple stioning 
things ire done the wa the ire 
lone The 


courses ot 


hospital plans to give 

imilar instructio 

ther h spital people 
Suggestion System. The 

has a relatively success 

iward suggestion 

ifter 


patterned sore ot the 


| plans. It is the 
through 
mstriuu 


’ 
personnel will col idet W 


successful industria | 
spital’s iim that 


courses of 


yplific ition 


ind procedures ind 
st improvements It 


supervisors and emp! Ves 
gvest these new methods 


! wedures by submitting 


oh the 
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Administrators 


Clyde W. Fox has been appointed 
Community 
General Hospi 
tal, Cleveland, a 
new hospital un- 


administrator of Parma 


der construction 
Mr. Fox has been 
administrator of 
Washoe Medical 
Center Reno, 
Nev., for the last 


recently 


Cc. W. Fox 
10 vears. He 
president-elect of the Association of 


was named 
Western Hospitals. He is a member of 
the American College of Hospital Ad- 
ministrators. 

Brig. Gen. Clement F. St. John has 
Walter Reed 
Medical 


suce eed- 


command of 
Arm, 
Center, 


assumed 


ing Maj. Gen. 
Leonard D. Hea- 
ton, who be 
came surgeon 
' general of — the 

\e . army. The new 
Gen. St. John commander had 
been commanding general at Brooke 
Hospital, Ft. Sam Houston, 
August 1958. Gen. St 


John received his doctor of medicine 


Arm\ 
Tex., since 
degree from Ohio State University 
and is a fellow of the American Col- 


lege of Physicians 


Earl G. Dresser has 
administrator of Methodist Hospital, 
Madison, Wis., succeeding B. E. 
Miller, who retired. Mr 


administrative ca 


been named 


Dresser has 


served in similar 
pacities in hospitals in Minnesota 
lowa and Illinois. He is a member 


of the Hos 
pital Administrators, and is a former 


American College of 


secretary of the Minneapolis Hos 
pital Council. He has a master’s de 
gree in hospital administration from 
the University of Minnesota 

Donald F. Smith, superintendent of 
Min 


neapolis, has been appointed admin 


Minneapolis General Hospital 


istrator of Clifton Springs Sanitorium 
and Clinic, Clifton Springs, N.Y. Mr 
Smith had served as assistant to the 
director of University of Minnesota 
Hospitals, Minneapolis, and assistant 


director of Rochester Regional Hospi 


tal Council, Rochester, N.Y. He is a 
graduate of Syracuse University and 
the University of Minnesota course in 
hospital administration 

Dr. Herbert Wortman has resigned 
as administrator of Beekman-Down 
town Hospital, New York. He had 
formerly been director and executive 
vice president of Children’s Hospital 
Philadelphia, and director of Moun 
tainside Hospital, Montclair, N.J 

Paul S. Jarett has been appointed 
administrator of Sherman Oaks Com 
Hospital 

Oaks 


was 


munity 

Sherman 
Calif He 
formerly admin 
— istrator of the 


hospital which 


has been reor 


ganized under 
P. S. Jarett 
ment. Mr. Jarett 
ministrator of Burbank Hospital, Bur 
bank, Calif.; West Valley Commu 
nity Hospital, Encino, Calif 
assistant administrator of City of 
Hope Medical Center, Duarte, Calif 
and Mt. Sinai Hospital Minneapolis 
He has B.A 
U.C.L.A. and a 


hospital administration from the State 


new manage 


has also been ad 


and 


and B.S. degrees from 


masters degree in 
University of lowa. He is a member 
of the American College of Hospital 
Administrators 

C. H. Boon Jr. has been appointed 
assistant administrator of Homestead 
Hospital, Home 
stead, Pa Pre 


had 


administra 


viously he 
been 
tive resident at 
Altoona Hospital 
Altoona, Pa., and 
had served im an 


C. H. Boon Jr administrative ca 
pacity at U.S Hospital Ft 
Campbell, Ky He has 


a masters degree in hospital admin 


Arm\ 


tor two vears 


istration from the University of Pitts 
burgh, where he had previously re 
ceived a bac helor Ss degree ith phar 
macy 

Elbert G. Shaw Jr., who had been 
administrative assistant at Hamilton 
Memorial Hospital, Dalton, Ga., has 
been appointed administrator of the 


new Morgan Memorial Hos; ital, un 


der construction at Madison, Ga. Mr 
Shaw completed the course in hos 
pital administration at Georgia State 
College of Business Administration 
Dean E. Leiser has been appointed 
administrative assistant at Ohio State 
Hospital, Columbus. He 
administrative resident 
Metropolitan General 


University 
was formerly, 
at Cleveland 
Hospital, Cleveland. He is a graduate 
of the University of Chicago program 
in hospital administration 

Dr. Donald Lockhart 
been appointed medical director of 
Stetson Hospital 
ceeding Dr. John Dugger, who had 


Glenn has 


Philadelphia, suc 


held the position for more than seven 
vears. Dr. Dugger will remain as chief 
of the gynecology department of the 
hospital. Dr 


the Universitv of Pennsylvania School 


Glenn is a graduate of 


of Medicine and did his postgraduate 
medicine at Mayo 
Minn. Since 1955 


he had been medical director for the 


work in internal 


Clinic, Rochester 
medical department of the Pennsvl 
vania Railroad. He is a diplomate of 
the American Board of Internal Med 
icine 

Col. Fred H. Mowrey, MC, retired 
chief of 


services and 


chief, de 


partment of med 


professional 


tormer 


Letterman 
Hospital 


I rancisco 


icine, 
Arm\ 
San 


has been named 


assistant medical 
director of Los 
(Counts 


Mowre\ 


Legion of 


Col. Mowrey Angeles 
Hospital Col 


who was presented the 


Angeles 


Los 


Honor upon his retirement, is a grad 
Rush Medical College, Uni 


versity of Chicago. He is a fellow of 


uate of 
the American College of Physicians 
and a diplomate of the American 
Board of Internal Medicine 

Sister Catherine has 
idministrator of St. Margaret's 
Montgomery, Ala 
Sister Basil, who resigned because of 
ill health. Sister Basil 
hospital in 1954 trom Seton Hospital 
Austin, Tex. Sister ( 
formerly administrator of St 
Hospital Nashville 


Continued 


named 
Hos 


succe eding 


been 
pital 
came to the 
itherine was 
Thomas 


Tenn 


1S0O 


on Page 
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Above: Drawing of the technicians’ work area in the radiology department 
at right: flow chart shows movement of patients and films through department 


Architectural and engineering considerations in planning 


Diagnostic x-ray facilities 


for the general hospital 


Wilbur R. Taylor, Clifford E. Nelson, M.D., and William W. McMaster 


These plans care the product of ex- 


per pee pemeoter for hetter medi 
cal ind ‘ () il ( I frequenth 


t]} 


aenel 


¢ availability of prompt ©! , ' . tensive studies by the staff of the Divi- 
ignostic sery ! ! based O1 number o sion of Hospital and Medical Facilities, 
modert lag pahetr nu n na ‘ Public Health Service, in cooperation with 
the Division of Radiological Health, Pub- 
lic Health Service, and hospital architects, 
radiologists, administrators, engineers 
and manufacturers throughout the coun- 
try. Their recommendations, experience 
and ploenning criteria helped greatly in 
compiling the basic information. Without 
their generous assistance and sugges- 
tions, this work would not hove been 
possible 
We hope the pions will serve as use 
ful guides in attaining improved diag- 
nostic services, which are instrumental in 


providing better patient core 


—Jack C Haldemean, M.D 
Chief, Division of Hospital and 
Medical Facilities, Bureau of 
Medical Services, U.S. Public 


Health Service 
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DIAGNOSTIC RADIOGRAPHIC SUITE PLAN A 


8400 PAT. EXAMS 7 YEAR 
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Secretary-file clerk's desk is located near counter- 
partition in the film collection and distribution area. Low 
counter and gate allow view of patient's entrance. 


x-ray services. This can be done by 
adding to the staff (as will be dis- 
cussed under Plan A) or by installing 
another machine in the planned space 
for future use (as will be discussed 
under Plan B). When the space is to 
be expanded into an adjoining area, 
the area and shape should be ade- 
quate to permit an efficient layout 

In a recent study it was found that 
many hospitals allotted inadequate 
space to the x-ray department, and 
expansion was often impractical. The 
following are the commonest planning 
weaknesses: 

1. Over-all space is too small and 
inefficiently arranged. 

2. Toilet and dressing facilities are 
inadequate in number and are poorly 
located 

3. Waiting space is inadequate and 
the corridor may be used for waiting 

4. Darkroom is too small and func- 
tional arrangement is poor 

5. Film storage, office and reading 
spaces are inadequate 

6. Ventilating system is poor 

7. Air conditioning is seldom pro- 
vided. 

Although all of these shortcomings 
decrease working efficiency, the lack 
of adequate space for waiting rooms, 
toilets and dressing rooms, which help 
to maintain continuous routine in han- 


dling results in needless 
waste of effort and time to schedule 
examinations efficiently. An 
factory layout is a handicap to both 
the hospital and the radiologist since 


the hospital loses potential revenue 


patients, 


unsatis- 


and the radiologist’s time, as well as 
that of the staff, is needlessly wasted 
This is particularly important to a 
small hospital which has a_ visiting 
radiologist, for it is to the advantage 
of the hospital and radiologist to 
schedule as many examinations as pos 


sible during his visit 


Location 
The 


should be 


department 
first Hoo 


accessible both to out- 


diagnostic x-ray 
located on the 
conveniently 
patients and inpatients. It is also de- 
sirable to locate the department close 
to the elevators and adjoining the out 
patient department and near other di 
agnostic and treatment facilities 

The functional requirements of the 
department are usually best satisfied 
by locating the x-ray rooms at the 
end of a wing, as shown in the plans 
on pages 84 and 85. In this location 
the activity within the department is 
not disturbed by through traffic to 
other parts of the hospital, and less 
shielding is required when the exterior 


walls are utilized 


THIS PLAN CORRELATES 


Plan A—Work Load and Staff 


Plan A illustrates an x-ray suite that 
will provide an efficiently operated 
service for about 8400 patient exami- 
nations vearly, or an average of about 
35 examinations daily. This average 
work load is typical in a hospital of 
approximately 100 beds or more with 
an outpatient x-ray service Untoreseen 
scheduling problems, of course, will 
occasionally cause this average figure 
of 35 examinations per day to be ex 
ceeded 

The staff needed for this volume of 
work usually includes: one radiologist 
one secre 


two or three technicians, 


tary-receptionist one secretarvy-file 


clerk, and one orderly W hen one 1S 
needed 

The plan will permit the work load 
to be augmented at least 50 per cent 
bv increasing the staff, if no more than 
20 per cent of the 


Huoros¢ opi 


X-ray work IS 


General Arrangement 


Among the elements that this plan 
considers is the need to correlate the 
functions of the working group to ob 
tain maximum efficiency. The arrange 
ment otf patient areas and examination 
rooms around the perimeter, with the 
staff in the 
makes it possible for these units to 
efficiently The tech 


nicians corridor in the rear of the ce 


administrative center 


operate more 
partment provides tor easy access to 
the x-ray rooms, film processing rooms 
and distribution areas without inter 


ference from patients cross traffic 


Administrative Arrangement 


Most radiologists have specific ideas 
on the most suitable wavs for arrang 
ing and operating the administrative 
functions of the x-ray department 
Some of the variables involved are as 
signment of personnel and functions 
reception of patients, sequence of pa 
tient film distribution 
and staff viewing facilities. The plan 


provides flexibility in space arrange 


examinations 
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FUNCTIONS OF THE WORKING GROUP TO ATTAIN MAXIMUM EFFICIENCY 


ment for varving several of the opera 


tions within the administrative unit 


Waiting room 
General waiting space for about 10 
patie nts is located at the entrance to 


the department From here the pa 


tient is directed to an issigned dress 


ing room 
\ separate irea. to the left of the 


entrance and in sight of the secretary 


receptionist is provided tor wheel 


chair and stretcher patients This sec 
tion 1s partitioned off by a curtain 
which can he partial, 
] 


vice 


drawn to pro 


privacy while affording the nex 
surveillance 
tients from the 
desk. Additional « 
be used to accommodate the 


ints of 
flow of 


essary of unattended pa 
secretar\ receptionist s 
in this area can 


itte nd 


hairs 
these pate nts or tor an overt 


waiting patients 
I 


Che I idiok 


iently 


tice 1s 


situated near the 


mrist § 


COnVeT 
X-ray TOOTS 


receptionist s desk und 


the secretar 


the filing 


too easil 


distribution area, and is not 
iccessible to the public it 
ided with a door that opens 
the technicians’ corridos 
the techni 
second exit 


department tor the radiolo 


' 


secretal receptionist § cle sk Ss 
located directh in tront of 
between the waiting 


so that 


ruance 


nd administrative area 
se waiting patients and 

to « rrespondence und 
She handles the admin 
nd business records 


chedules 


tients, tvpes the 


ippornt 


forms und req 
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clerk 


The secretary -file 


Secretary-file 


clerk's desk is lo 
cated near a counter-partition in the 
film 
The low counter and the 
No. 79 


obse re the 


collection and distribution area 


counter gate 
are designed so that she cai 
entrance to the depart 
ment and readily assist in directing pa 
tients when needed. The secretary-fil 
clerk assembles, sorts and files all films 
and reports she assists the secretary 
receptionist when needed ind tran 
scribes and types the radiologist’s re 
ports 

described are not 


The functions 
rigidly fixed and can be interchan 
if desired For 


mav be 


mstance i technician 
issigned to assist the file clerk 
with film assembling and 
the file 


sorting, o7 


clerk may be given other fun 


tions, as needed 


rs tiewiinege ni 


The doctors viewing room 1s lo 
cated near the office of the 

that he in be immediatel 
ible for consultation. The roon 
the film files, conve 
tar ind file cles 
not to intrude 
of the work 


idministr afi 


radiologist 
vail 
iS me 


ment 


so that diagne 


CUSSIONS are 


Film hles 
n the col 
distribution irea conven 
ittice 


it is desirable to keep ictive films for 


The film files ire lox ited 
lecti an ind 
to the 


radiologist’s Since 


ipproximately 125 


it least five vears 
linear feet of filing 
After that 


space 


| 
the less 


space Is provid 


I } 
idditional 


tine storage 
elsewhere 

ictive files 
files are re¢ 
liscussion 
iching files ma 


i hospital ot 
i section of the 


this 


be allotted for this use 


General Facilities 


Dressing 


rooms 


Three dressing rooms for each x-ra\ 
machine are recommended so that the 
equipment ind staff can function wit! 
Several methods t 


out delay protect 


possible Dh 


patients valuables ire 


doors mav be 


equippe d with 


lockers mav be pi 


located | 


centrally 
vided for safekeeping of patients 
Where doo 


mild swit 


sonal articles 

stalled, they she 

avoid the possibilit 

by, i patient 

inches from the floor 
Each dressing 


room 


should 
juipped with a straight back chair 
clothes hook rpirrey a she If bee low 











Darkroom is between two x-ray rooms to facilitate passing 
film. Cassettes are loaded and unloaded on counter. At right of 
counter is utility sink and undercounter refrigerating unit. 


designed to accommodate a patient in 
a wheel chair to allow for easy maneu 
The room is larger than the 
others 3 feet wide 


the lavatory is set out on wall brackets 


vering 
with a door and 
6 inches from the wall and 2 feet 10 
inches from the floor 

One toilet should be provided with 
a bedpan flushing attachment; water 
closets should be suspended from the 
wall to simplify cleaning. Each toilet 
room should be equipped with a grab 
bar for use by elderly or weak pa 
tients 

4 dome light and buzzer system 
including an annunciator at the secre 
tary-receptionist’s desk and an emer- 
gency call station in each toilet room 
is recommended 
toilet and locker fa- 
cilities. During busy periods it is es 
sential that the staff be available at 
all times. Separate toilet and locker 


Technicians’ 


facilities are provided for technicians 
This provision reduces the time tech 
nicians must be absent from the area 
and contributes to the efficiency of 


the department 


Storage Facilities 
General storage 

\ storage cabinet for bulk supplies 
equipped with sliding doors and ad 
justable shelves, is located inside each 
entrance 


patients’ corridor near its 


Materials such as films opaque solu 
tions, developing solutions, and office 


supplies are stored here 


Gown storage 

Open adjustable shelves for gown 
storage are placed next to each gen 
eral bulk supply cabinet, just inside 
Che shelving for 
4 feet from 


the floor, leaving space beneath for a 


the corridor entrance 


clean gowns starts about 


linen hamper No. 65) for soiled 


gowns 
Daily line n supplic § (X-ray rooms 


Clean linen, requisitioned from the 


hospital central supply, is stored on a 
cart No. 66 in 
soiled linen is plac ed ina hampe r (No 


65 


each X-ray room 


Janitor’s closet 

{ janitor’s closet must be readily 
available for emergency cleaning and 
it should be convenient to the x-ray 
The closet should 


contain a floor receptor with a curb 


rooms and toilets 


or a janitor’s service sink, a mop hang 
shelf 
space for parking the mop truck 


ing strip and a and provide 


Diagnostic X-Ray Rooms 
X-ray equipment 


Both 


combination 


rooms are equipped with a 


x-ray and fluoroscopic 
machine with a spot film device. An 
overhead tube support is indicated in 
the plan is this facilitates examining 
i patient in bed or on a stretcher. For 
reasons ot economy however it may 
be desirable to equip one room with 


1 floor-ceiling track. If an overhead 


mounted track is used, it can be suy 
ported from the floor by colu 
can be bracketed from the wall 
though a ceiling suspension makes 
neater installation 

The optimum size of the x-ray 
is about 14 by 18 feet. Ceiling height 
requirements vary for different x-ra 


but a minimum of 9 feet 


machines 
ni hes is recomuine nae d 


The 


should be placed so as to allow 


machine ind transi 


quate space for admittance of 
Mounti: 
on the wall is recor 


Sultic 


or stretcher in the room 
transformer 
mended to save floor space 
clearances should be provided 
servicing the transformer; at 
feet 
sary 


A sink 


vided for handwashing and for 


above the transformer 


with a drainboard 


ing ute nsils and barium ¢ juipment It 
1s equipped with a gooseneck spout 
and is located foot of the 
table The drainboard | 


be used as a barium counter 


near the 


X-ray 


It is recommended that the 


pane | be wired to a sign ail outside 


x-rav room to indicate when the 
chine is on and to prevent other 
sonnel from inadvertently ent 
room during that time A re 
bulb is satisfactory as a signal 


installations 


Control booth 

The control booth must be 
to the right of the machine s 
patient can be observed w 
table is inclined 


end pivoted table s tilt to the 


since mac! 
the plan no door is shown o1 
trol booth as the radiation w 
scattered at least twice before 
reach the control booth ar 
quired by National Bureau 
irds Handbook 60, as ame 


irrangement of the control 
the right and the 
the extreme left 

fully 


thon 


cassette 
is show 
meets this re juirement 
since the beam is d 
ward the outside wall 
to other personn 


ind the 


postire 
imount of si 
is deere ised 

If the « 
to the ng 


issette 

ht of the 
wall opposite to that 
plan i door on the 

i baffle placed in the 
to protect the technici 
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DecaunM the 


be directed 


the preset t 


necessa®ry it the 


ountet 


with a 
] 


aiso as a 


logist and 
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This ‘‘short course'’ in roentgen exposures explains that 


diagnostic x-rays are within the limits of safety and 


that public fears about possible ili effects are unjustified 


Hospitals Can Keep Patients From Developing 


N THE last two years unreasoning 
affected the 


public, and even some professionally 


fears have general 
trained people, as a result of over- 


dramatized reports about possible 
damage caused by medical radiation 

Speaking before a recent meeting 
of the Catholic Hospital Association 
Dr. William ] 
professor of radiology, Hospital of the 
Philadel 


phia, said: “Although the ultimate re 


Tuddenham, assistant 


University of Pennsylvania 
sponsibility for controlling the hazard 


of medical x-ray exposure lies with 
the radiologist, it is one that must be 
shared by many others 

“It is in part the responsibility of 
the referring physician, who can best 
indications for 


assess the clinical 


study, and who, by providing perti 
nent information, can guide the radi 
ologist 

“It is in part the responsibility of 
the patient, who, by following direc 
ensure 


obviate the 


tions carefully, can proper 


preparation and thus 


need for repeat examinations, and 
who, by providing an accurate his 
tory, can also guide the radiologist 
and reduce the exposure needed to 
reach a diagnosis 

“It is in part the responsibility of 
the hospital administration, which is 
otten responsible for providing the 
radiologist with safe, modern equip- 
ment and adequate space and person 
nel for his work. A crowded, under- 
staffed department is an invitation to 
hazardous short-cuts in technic 

All of the world’s population has 
now been exposed to fall-out from 
atomic weapons testing. Increased use 


of reactors for electrical power and 
isotopes in medicine and industry will 
also bring slightly increased exposures 


to larger numbers of people 


What is rarely understood by the 
public, however, is that diagnostic x 
ray exposures, as currently used on 
the average individual by reputable 
physicians, are nowhere near the up- 
that 


set, and that most fears are 


have been 


thus not 


per limits of safety 
justified 

Exposures are usually reported in 
roentgens. The technical definition is 
not important to the average person 
who needs only to know that it is the 
standard unit for measuring radiation 
Che important thing is to differentiate 

There is an important difference 
for example, between whole body oi 


body 


hand, and those exposures which hit 


part exposures, on the one 
the gonads or reproduc tive organs, on 
the other 
a rule the gonads can tolerate a much 
than skin 


and other organs of the 


Geneticists believe that as 


lower exposure can the 
bone marrow 
body. If enough overexposed peop! 
intermarried, future generations might 
tend to produce undesirable muta 
tions, it is postulated 

lo appreciate the wide differences 
in exposures consider these examples 
From 400 to 600 
whole body would kill half of the per 


sons exposed within 30 davs. Yet, to 


roentgens to the 


treat some dee P seated tumors suc 
might dosages on 
the order of 4000 to 5000 roentgens 


Fortunately, limited body areas can 


cessfully require 


stand much larger exposures than are 
permissible for the whole body. To 
understand this, we have only to re 
call that 


burn over 


the hazards from a lighter 


the whole body are much 
from an in 


Thanks to 


to regenerate 


greater than are those 
tense burn on a small area 
this ability of the body 
small tissue areas, a whole science of 
x-ray therapy has developed 

len roentgens is considered the 
maximum exposure recommended by 


the National Academy of Science to 


the gonads of the 
the mass) in the first 
life. Selected 


need more x-ray for diagnosis or work 


average person 
30 vears of his 
individuals those who 


howe Vel 


high is 50 


in radiation industries 


could safely receive as 


roentgens to the gonads in the same 
period it is believed 


The term “genetic effects” does not 
loss ot sexual desire 


that the 


mean sterility or 
Nor 
reproductive organs become radioat 
that 
cannot marry tor tear of producing 
two-headed children. All it means is 


that there might be a tendency 


or vigor does it mean 


tive, o1 an overexposed person 


i long period of time usually gen 
erations) for pairs of overexposed in 
dividuals to bear offspring that 
slightly different, and the difteren 
bad rather than 


ire, aS a rule 


So far, in human beings, this is 
tirely speculative 
There is a big difference be 


diagnostic and therapeutic u 
x-ravs. Only in diagnostic uses o 
concerned with the 


When it is 
to treat 


ire we 
exposure 
using X-ray i tumor o 
or a serious skin ailmme nt the 
| 


problem must be waived in 


the much more serious matter of sa‘ 
ing the person's life or making his life 
tolerable That radiologists do indeed 
such considerations 


fact that dosages 


waive 
by the 
sands of roentgens are ometimes 
used to kill a highls resistant cance! 
Nor is there anv reason that necessat 
diagnostic radiography should be r 
duced in the slightest m view of its 
importance to the patient s health 
ye rhaps his very life 

Limiting the 30 vear gonad 
ige for the 10 roet 
] 


undaelr 


individual to 


is really not restrictive 


circumstances; the gonadal 
ceived routinely from one an 


size chest x-rav and a semiam 
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of dental bite-wing x-ray examina 
tions during the first 30 vears of life 


gonadal dose ot only 


- 


would total a 
about 5 hundredths of a roentgen 

We can also compare 10 roentgens 
with the 3 roentgens which the Na 
tional Academy of Science estimates 
are received by the average Ameri 
can from all diagnostic radiology to 
day. Obviously, there is an adequate 
margin of safety in the use of x-ray 
in most Cases a margin which phy si 
cians might have to exceed if re 
quired by the condition of the pa 
tient’s health. In all cases, this deci 
sion must remain with the doctor 

In addition to the alarm about go 
nadal exposure there has also been a 
life-shortening alarm. Scientists at a 
recent meeting of the Radiation Re 
search Society in Burlington, Vt., for 
example heard a report that an ex 
posure of one roentgen would shorten 
one’s life by about 12 davs 

There is still disagreement among 
experts as to the extent of the life 
shortening effect. Where Dr. Howard 
|. Curtis, president, Radiation Re 
search Society, reporting at the Bur 
lington meeting, gave 12 days pet 
roentgen, Dr. G. Failla noted physicist 
of New York City, reporting at a radi 
ological meeting last vear, gave one 
day per roentgen In Dr. Curtis’ studies 
the work was done on mice, not men 
and many assumptions were made 

Nevertheless, it is known that. re 
duction in exposures is always desi 
able. and that background radiation 
on our planet has been slowly rising 
owing to weapons-testing. Thus it is 
mp to physic mms every whe Tt to ques 
tion whether thev are using the best 
protected type of x-ray equipment o1 
the best methods of taking films to 
ensure maximum protection of pa 
tients. The accompanying panel shows 
example s of what doctors are doing o1 


can do to cut patient exposures 7 
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22 Ways To Reduce Exposure to Patients 


. Filter the beam to eliminate soft, useless rays. 
. Diaphragm the beam to confine it more precisely to the exam- 


ined area. 


. Use higher voltage, where feasible, to reduce milliampere- 


seconds. 


. Use automatic exposure timing to minimize retakes. 

. Use infant-restraining devices with children to minimize retakes. 
. Use faster films where diagnostically practical. 

. Use faster intensifying screens where diagnostically practical, 
. Use faster-lens photoroentgen equipment. (Both the new mirror-. 


optics and other improvements in miniature-film chest equip- 
ment cut down the substantially higher doses required for this 
method of exposing chest x-ray films.) 


. Use gonadal shields. (Many kinds, ranging from aprons to 


pouches; are available.) 


. Use image intensifiers. (A wide variety is available, primarily 


to reduce the dosage required for fluoroscopy, and to permit 
cinefluorography at greatly reduced exposure factors.) 


. Use shutter controls in fivoroscopy to limit the field. 
. Use adequate current controls to prevent variations in voltage 


and current from causing momentary excesses in x-ray output. 


. Use time-limiting devices for fluoroscopy. 
. Use adequate darkroom facilities to prevent spoilage of films 


and consequent retakes. (These facilities should include fool- 
proof light control, automatic developer replenisher, and auto- 
matic film processing equipment, where feasible.) 


. Maintain good housekeeping to prevent dirt and static from 


spoiling films. 


. Substitute radiography for fluoroscopy where technically feas- 


ible. 


. Use full dark-adaptation of eyes to ensure maximum visibility 


of image, and hence shortest possible exposure period and low- 
est possible milliamperage. 


. Use modern x-ray equipment, equipped with safety devices, 


including accurate timing and accurate registration of voltage 
and amperage factors. 


. Reduce the frequency of multiple follow-up examinations to the 


lowest that is consistent with good medical practice 


. Develop a critical attitude toward use of high-exposure pro- 


cedures, especially those in the gonadal area. Refer all such 
problems to specialists for evaluation of their need and for ex- 
pert handling. 


. Use the fixed voltage technic which, by using slightly higher kv. 


on a wider range of part thicknesses, minimizes exposures, as 
compared with the variable voltage technic. (in extreme cases, 
milliampere-seconds rather than kv. are varied to produce the 
desired film density. Studies indicate that exposure factors can 
be cut significantly.) 


. Use an optimum target-to-table distance of at least 18 inches in 


fluoroscopy. 











A technician, shielded behind the 5 
foot thickness of a nonbrowning glass 
viewing window filled with a zinc bro 
mide solution, controls master-slave ma 
nipulators to load a radioactive isotope 
nto a heavy lead container. Photograph 
taken at the Picker Research Center of 
Picker X-Ray Corporation in Cleveland 


Hospitals are prepared to meet almost any disaster: 


fire, flood or hurricane. To these they must now add 


radiation. This article tells how to incorporate a 


radiation section in the regular disaster program 


How To Get Ready for Radiation Disaster 


ASS. destruction of American 


atomic bombing is a 
grim Our 
through the Office of Civil Defense 


is planning for the most expeditious 


cities by 


possibility government, 


use of resources to preserve life and 
vital 
occur. We hope it never will 


facilities should such a disaster 


Perhaps of equal importance, how 
ever, is the rapidly increasing danger 
of small-scale local radiation disasters 
in manv communities today. There is 
a steadily expanding use of nuclear 
and indus 


materials by government 


try, by the public utilities, by uni 
versities, and hospitals It is vital that 
plans to combat radiation accidents 
be considered now in the develop 
ment ot 


How real is the danger? As real as 


community disaster plans 
the mvriad uses to which radioactive 
materials will be put in the coming 
decade. We 
tion of 


will witness the construc 
dollar 


reactors, and 


multimillion nuclear 


power plants atom 


number of nuclear re 


during the 


in mcreasing 


search centers next few 
vears 


In July 


carried the 


1956. a Long Island news 


! 
papet following account 


of an accident, in point 


A-Lab Blast Hurts 9; 
Test 300 for Radiation 


ye ste rday 


ror ke d 


rhinie 


Two i rplosions 
researe h lab 
and 


$100,000 damage 


in’ atomu injuring 
estimate d 


than 300 


ausing an 
More 


exposed mm varying de 


persons 


persons grees 
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dust ordered 


to undergo rigid physic al examina 


to radioactive were 
tions by authorities 

Thorium, a mildly radioactive ma 
terial, exploded in the two-story 
building of the Nine 
workers near the explosion were hurt 
and three taken to hos 
pitals in critical condition 

Fortunately 


300 exposed were injured and these 


Corporation 
of the m were 


only rine persons ot 


is the result of phy sical trauma. None 


was injured by radioactivity in this 


case. However. radioactive poisoning 


could well have been i serious prob 
lem Had circumstances been less prov 
been 


could have 


facility in the 


many more 


injured. No 


locality was prepared at that time to 


ident 
seriously 
cope with a radiation disaster of any 
uppreciable size 

[his mishap occurred coincidental 
ly with the 


wver-all disaster plan which was then 


preliminary work on an 


under way at I ong Island Je wish Hos 
New Hvde Park N.Y \ Sp 


group of the planning 


pital 
cial 


committee Ww 


disastet 
to explore 

the problem of 

hazards and to 

the essentials of an effective 

with them. We 


i\ iil ible 


radi ition 


pl in to cope 
tunate in having 
newly appointed chief of 
tope laboratory who had 
Mf experience in the radiation 
cluding the problems nS 


protec tion. He 


served as chairma 


the planning group 


Martin Saren 


Che following considerations guid 
the deve lopment of the pla 

1. A central file containing inforn 
tion on the location of 


nst ill ithons t 


ing radioactive materials in this c 


munity and the type ind level of rad 
ictivitv involved would be helpful 
2 The cure ot 


disaster of any 


victims of a radia 


tion magnitude 


team effort involving the clinicias yp 


sons trained in radiation detection and 


satety ind various auxiliary perso 


} 
‘ 


§ In case of an accident Tih 
information shou 


ot the mcm 


idioactivity 
require d on the nature 
und on the type ind amount o 


tion 


exposure yf ill persons 
vicinity 
} First aid rather 


ilway the pl al 


] : 
in cee tan 


itor must 
consideration for the ured after the 
yund 
patients 


ire brought to “safe 


5 Atte: the 
] 


nceas have been 


nination 
imult meo 


itment 





This map, published in the New York Times last year, shows the location of 
atomic power plants, either planned or now operating, in the United States. 
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victims would not be dissimilar to that 
required for other disaster victims. It 
was made clear from the outset that 
a person injured in a radiation disas- 
ter could also suffer from the trauma 
of shock, broken bones, blood loss, in- 
ternal hemorrhage, and so on. These 
injuries require immediate care since 
they constitute the primary threats to 
the victim's life, the radioactive con- 
tamination or exposure being of sec- 
ondary concern. To reverse the proce- 
dure might result in the patient's being 
decontaminated, but, in the meantime, 
he might have succumbed to the 
primary physical injuries 

The essentials of our radiation plan 
will be discussed with a view to em- 
phasizing the particular precautions 
required for the care of radiation vic- 
tims while, at the same time, noting 
the similarity in approach to all types 
of local disaster situations 

In the event of a disaster involving 
potential or actual exposure to radio- 
administrator 


active substances, the 


on duty invokes the master disaster 
plan; the radiation disaster coordi- 
nator is notified at once 


The 


sponsible for organizing and directing 


radiation coordinator is re- 
the activities of the “radiation team” 
and supervising all measures relating 
to radiation safety and treatment. He 


is responsible to the medical coordi 
nator of the total master disaster plan 
Any member of the medical staff who 
has sufficient knowledge of the char- 
acteristics of radiation problems may 
serve as radiation coordinator 

The coordinator should have two 
assistants who are suitably equipped 
with technical knowledge for working 
along with, or in place of, the coordi 
nator in a disaster situation 

Specifically, the coordinator and his 
assistants are responsible for the plan 
of action at the scene of the disaster 
and within the hospital. These respon 


sibilities include the following 


At the Scene 


First-aid treatment 


l 

2. Protection of personnel 

3. The work of the radiation team 
1. The 


materials 


disposal of contaminated 


5. The transport of patients 


Hospital Care 
l. The use of Hoot 


ing in the triage area, surgical suite 


proper cove 
and mortuary 
The work of the radiation team 


internal decontam 


> 


3. Surface and 
ination of patients 

4. Advice to the surgical team con 
measures to 


cerning precautionary 


Check Points in Planning for 
Radiation Disaster 


1. A real and potential danger 
exists in many communities from lo- 
cal radiation accidents 

2. It is essential to develop within 
the general disaster plan a section 
devoted to the particular problem of 
radiation disaster victims. 

3. Handling of a radiation disas- 
ter situation is essentially the same as 
in the case of other disaster condi- 
tions. 

4. Primary injuries of the individ- 
val must be attended to before the 
radiation problems are handled. 

5. The degree of radiation is of 
lesser importance to the protection 
of personnel than the length of time 
of exposure. 

6. Trained radiation teams are re- 
quired to oversee the problem of 
determining the extent of radiation, 
the need for decontamination, the 
use of protective measures, and the 
disposal of contaminated materials 


protect the personnel from exposure 
5. The handling of contaminated 
instruments and linens 
6. The handling of victims dving 
with significant contamination 
Morgue proc edures 
S Mop-up operations 
Che should 


of a physician as its leader who has 


radiation team consist 
been trained and oriented to the prob 
lems of radiation, and two additional 
members who, preferably, are X-ray 
technicians, or individuals of sufficient 
intelligence to absorb the necessary 
training. Four radiation teams are des 
ignated in our disaster plan 

In regard to training, it is important 
for all hospital employes who may 


called 


disaster plan to be made aware of their 


conceivably be upon in the 


responsibilities, safety measures, and 


inherent dangers. This knowledge will 
help allay fear of the unknown, in 


addition to preparing the individual 


for his part in the plan The coordi 


nator is responsible for setting up 


and retraining 


traming programs 


which merit complet from 


support 
ulministration in expediting attend 
ince and keeping the necessary re 
ords tor follow up 

Che radiation disaster program de 
lineates the action taken both at the 


Continued on Page 9% 
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Continued From Page 94 

scene of the accident and at the hos 
pital and the functions of personnel 
who are directly involved in the han- 
dling and care of the victims 

At the scene of the accident, the 
treatment rendered will consist of first 
aid necessary to preserve life and to 
make the injured transportable to a 
hospital. The only precautions neces 
sary by the attending personnel from 
the standpoint of radiation hazard is 
that they work rapidly and wear rub 
ber gloves to prevent surface radio- 
contamination. Rubbers may also be 
worn to avoid contamination of shoes 

Film badges or pocket dosimeters 
should be supplied to attending staff 
members in order to permit an objec 
tive check on their exposure to radia 
tion. These are similar to those com 
monly used by x-ray personnel for the 
same purpose 

The at the 


scene of the accident to gather infor- 


radiation team serves 
mation on the nature of the accident 
and on the type and amount of radia 
tion exposure of the victims. The team 
will also monitor attending personnel 
as an additional precaution 


When the 


contaminated 


operation 1s completed 
gloves and rubbers will 
be gathered in receptac les provided 
for this purpose by personnel desig 
nated to do so by the radiation team 

Uninjured ambulatory persons can 
be checked by the radiation team for 
evidence of this team will 
then further 


Uninjured patients with surface con 


exposure 


decide on disposition 
tamination can accompany the injured 
persons to the hospital for decontam 
ination. Persons with significant ex 
posure should be advised by the radia 
tion team concerning the need for fol 
low up 

Che radiation disaster plan provides 
for ambulatory and inpatient care of 
the Patients be 
from the scene of the accident safely 


by 


victims can moved 


and expeditiously ambulance or 


Vartin Saren is administrator 


of 


Jewish Hospital Veu Hyde Park \ 


to 1957 he 


Prior to that 


was assistant director 


he 


and later assistant director of Grasslands Hospital 


Valhalla, \N. ) 


’ } 


Vy 


admini sfration 


Saren has a } 


from Ne 


MASINOESS 


sity and a 


tion from the University 


ol 
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had hee nm administrative 


me 


i“ 


other commonly used 


Stretchers 


convevances 


should be covered with 


cellulose wadding which le es 
for this 


bearers should wear rubber gloves to 


IS Tha 


pecially purpose Stretcher 
reduce hand exposure to ionizing radi 
avoid contamina 
film 
pro 


The 


transter of 


and surtace 
They be 
badges or por ket dosimeters 
thei: 


vehicles used for 


ation 


tion will also issued 
to 
vide a record of 
floors ot 


contaminated patients should be cov 


exposure 


ered with cellulose wadding 
At the hospital the Hoor of 


litters 


the tri 


ige area and cots and should 


be covered with cellulose w idding 


The radiation team will surface mon 
itor the victims and procure blood and 
urine specimens to determine the ex 
tent of 


Surtace 


internal contamination 


decontamination should 
proceed simultaneously with the treat 
ment of other injuries. This consists of 
shaving all radio-contaminated hairy 


skin 


containing i 


sul 


surfaces and cleansing the 


faces with a solution 


( ile ith 


po 
to 


Sti h 


It 
ot overexposure 


ionizing radiation, the patient may be 


at the of the 


complexing agent is 


edta or “citrates there 


tential 


iss no 


danger 
discharged discretion 
radiation team 

Internal contamination will 


LD. contamin 


require 


Inpahent care ition 


should pro et d simult ime ously with 


Infusions and 


other requisite therapy 
containing a chelating 


it 


transfusions 
used 
b 
these patients should be collected in 
bv the 


agent such as calcium edta are 
All urine passed 


for this purpose 


six-hour periods for monitoring 
isotope laboratory 

Patients who require surgic Al inter 
such care without 


follow Ing 


vention may receive 
cle il 


mtamina 


spec ial prec autions 


ince bv the radiation team 


stances of heavy internal « 


the 


the surgeons of the 


thon radiation team will inform 


Bi 


i 


protect personne 


The floors and 


per pre ation 


iry measures to 


trom wns ite ‘ xposure 


Long Island 
Y. From 1955 
i the hospital 
assistant 


} 


fie 


lors degr 
d ork l niver 


‘ 


master s degree in hospital administra 


Vin nesota 


l 
} 


should 
Lon 


tables of the surgical suite he 


covered with cellulose w idding 


taminated — instruments ind linen 
should be collected in receptack $s pro 
vided for decontamination 

Victims who are dving or have ex 
pired who have significant contamina 
tion should be brought directly to the 


where decontamination and 


will 
supervision of the 


| 
oor and 


morte 


} 
cisposition 


I 
the 
Phe 


be carried out under 


radiation tean 
table Ss 


morgue should 


I vered with cellulose wadding 
After the 
ill contaminated areas and equip 
nent should be ( 
the 


rhis 


njured have been cared 


ontaminated under 


the 


le 


direction of radiation team 
consists of monitoring each piece 
valuables 


take place 


f ‘ juipment patients 
This can 


ot 


mens ind so oon 


it the convenience the radiation 


team pro ded the materials have 
been 


} rhe 
t decontamination will depend upon 


kind of material being dealt with 


roperly insulated method 
the 
the technical ispects of this procedure 
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Conducted by Grover C. Bowles Jr. 


Radiological Safety in Medical Facilities 


Edwin G. Williams, M.D. 


F ORTUNATELY, a wealth of infor- 
mation has been developed about 
radiations and their effects on biolog- 
ical systems and, to a certain degree, 
an acceptance of protective measures 
In recent years it has been under- 
stood that small amounts of radiation 
may be damaging to the individual 
and his progeny. We 
learned that with the data at hand as 


we enter a widespread expansion of 


have also 


activities involving radiation we are 
in possession of means adequate to 
prevent a serious amount of ill health 
resulting from the chronic effects of 
low-level radiation. This is almost a 
novel situation for the public health 


profession 


Principles of Protection 

As a matter of principle and good 
public health thinking it is sound to 
avoid all unnecessary exposure to 
ionizing radiation in the same way 
that it is sound to avoid all unnecessary 
indulgence in unsanitary habits of life 
However, man has always lived in a 
field of ionizing radiation as well as in 
more or less contact with a bacterio- 
logically contaminated environment. 
This background radiation is due to 
the presence of radioactive material 
in the earth and to cosmic rays. Tradi- 


medical direct under the 
Haldeman M.D., chief, 
Medical Facilities 
Public Health Serv 
Education and Wel 


Dr. Williams is 
direction of Jack ¢ 
Division of Hospital and 
Bureau of Medical Services 
ce, Department of Health 
fare, Washington, D.¢ 


Handling technics, biological effects, storage 


and transportation of radiation materials are 


discussed in this analysis of radiological 


hazards and what can be done to prevent them 


tionally we have approached the bac- 
teriological hazard along three gen- 
eral lines: (1) that of destroying the 
organisms; (2) that of improving our 
own resistance through immunological 
technic, and (3) the reorganization of 
our cultural patterns so as to minimize 
the probability of having the organism 
come in contact with us in sufficient 
numbers to produce disease 

With 
ionizing radiation we are denied the 
first of these avenues ot approach 
There is a great deal of work being 


regard to protection from 


carried on to discover or develop sub- 
stances, either biological or chemical 
which will protect from ionizing radi- 
ation. Although there is reason to en 
tertain some optimism in this regard 
the great effort must be placed on re 
organizing our life patterns and par- 
ticularly our work patterns so as to 
minimize the probability of coming in 
contact with greater than normal 
background amounts of radiation 
Fortunately, safeguards against ra 
diation have been under study for 
more than 60 vears and protective 
technics were highly developed be 
fore controlled nuclear fission vastly 
increased the radiation exposure po 
tential. The number of people work 
ing with radiation producing ma 
chines and radioisotopes is now large 
enough to be of definite concern to 
the public health profession. In addi- 
tion, the nonoccupational exposure 


incident to medical uses is high and 


man-made radiation in the general 


environment, though as yet slight, is 
increasing 

The responsibility for protecting 
the radiation worker is shared by the 
person who designs the equipment 
the person who installs it, the man 
agement, and the worker himself. In 
the medical, dental and veterinary 
fields the 


worker are frequently the same indi 


management and the 
rhe responsibility for protect 


vidual 
ing the public rests primarily with 
public officials and the users of man 
made radiation. It is the 
bility of the health officer to 
himself that safeguards are idequate 
and properly employed. A further re 


sponsibility of the public health pro 


re sponsi 


assure 


fession is that of public education 


and orientation in radiological healt} 
matters. The public health adminis 


trator must rely for his detailed ad 


vice and technical proficiency on the 
radiation physicist in the same way 
that he 


the sanitary 


relies on the bacteriologist 


engineer! and the san 


tarian 


Protection Programs 

Reasonable Risks. In developing a 
program of protection against nox- 
ious agents with which we must live 
or (as in the case of the automobile 
with which we have decided to live 
there is need for evaluating the total 
situation and de termining what de 


gree of risk it is reasonable to accept 
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How To Interpret the Language of Radiation 


ADIATIONS that have suffi 

cient energy to disrupt the 
electronic balance of the atom are 
called ionizing radiations. loniza 
tion is a physical phenomenon re 
sulting in the formation of positive 
(+) and negative | When 
this takes place in tissue cells or 
extracellular fluids the results may 
be: (1) recombination of the ions 
and no further action, (2) chemical 
reactions of little or no biological 
significance, or (3) chemical reac 
tions of biological importance lead 
ing to effects ranging from minor 
changes to profound disturbances 
Any of these effects can be pro 
duced by any of the several kinds 


of ionizing radiation. The types of 


) 1ons 


ionizing radiation of public health 
concern are alpha (relatively large 
particles), beta (relatively small 
particles), and X- and gamma rays 
(ravs like heat and light but having 
sufficient energy to produce ioniza 


tion). 


set criteria to serve as 


administrative pur 


and then to 
guidelines for 
Although 


continuing decrease in the maximum 


poses there has been a 
permissible dose for occupational ex 


posure, experience has shown that 
extremely large amounts of radiation 
can be worked with at exposures sub 
stantially less than these ceiling fig 
ures 
It is 

statement, 
can be worked with safety, if proper 
precautions are taken,” is not an ex 
boast. A 


program, 


that the 
radiation 


well established 


“anv amount of 


travagant good — radiation 


protection however, will 
cost money and personnel time The 
question is not so much can we af 
ford radiological safety programs as 
can we afford not to have them? Dr 


Russell Morgan of Hopkins 


University has stated repeatedly (see 


Johns 


page 102) that as we move into the 
atomic era the health 
problem will outstrip heart or cancer 
and health as 
the great public health challenge 
The acceptability of risk by the 
average person depends largely on the 


radiok gical 


will vie with mental 


In general, the x-rays are some- 
what less energetic than gamma 
rays but there is considerable over 
lapping. It is perhaps better to dif 
them by thinking of 


x-rays as being produced by ma 


ferentiate 


chines and gamma rays as being 
emitted spontaneously from the 
nucleus of the atom 

The 


of dose is the 


most commonly used unit 


roentgen (abbre 
viated with a small r). It actually 
is the exposure or applied dose; 
like a dose of medicine it is meas 
ured outside the body The rep is 
applied to radiations other than X- 
and gamma rays. The rad is the 
absorbed dose and is measured at 
the point of interest. The rem al- 
lows for differences in biological 
effectiveness of the various kinds of 
Mathematical values for 


the four units are so close to each 


radiation 


other that for most public health 
applications one is justified in using 
them somewhat indiscriminately 


alto 
gether. It is well known that suscepti 
bility to 
among apparently identical members 


probability of escaping injury 


radiation damage varies 


of a (individual variability 


rherefore, for anv given tvpe and de 
- | 


’ 
group 


gree of there is an 


level that will produce such injury 


injury exposure 
only in the most susceptible indivi 
dual. If the injury is of minimal degree 
the others will not be aware of any 
Consequently, with a 
level the 
alto 


injury at all 
sufficiently low exposure 


probability of escaping injury 


gether can be verv high. Since there 
Is, at present, no way of determining 
in advance who is most susceptible to 
radiation, each person has in effect the 
same chance of escaping injury as 
anybody else. It is important to note 
that in the 


there is no true idiosvncrasy to ioniz 


however, medical SCTISG 
ing radiation, and no one need fear 


that 
will cause him serious myury 


harmless to others 
Under 


these conditions and in this sense the 


small doses 


risk of radiation injury has essentially 
the same characteristics as the more 


commonly recognized risks which are 


readily accepted by the average per 


son in his ordinary pursuits 


Biological Effects 


A prominent characteristic of the 
biological effects of ionizing radiation 
is that there is generally a consider 
able delay between the exposure and 
the manifestations of the resultant tis 
sue changes. The amount of delay de 
pends, among other things, on the 
size of the dose. The larger the dose, 
the shorter the delay. This is impor- 
tant in protection programs because, 
barring accidents or gross negligence 
latent 
period may be 25 years or more 

Normally the body adjusts to or re 


Recovery 


the doses are small and the 


covers from injurs is com 
plete only when the injury is relative- 
ly minor. An example of adjustment 
would be the healing of a ‘aceration 
with residual scar tissue. Alth: ugh this 
tvpe of adjustment is usually called 
recovery, it would be more accurate 
to think of it as partial recovery or 


When 


nerve cells are destroved there is no 


partial restoration certam 
recovery or rejuvenation; that is, the 
damage is irreparable. These types of 
biological response to ordinary inju- 
ries are rather clearly paralleled by re 
sponses to radiation injury. Many cells 
injured or killed by radiation are re 
placed without scar tissue and without 
cells. However 


residuum of altered 


there are instances in which the cells 
remain altered. This is a somatic muta 
tion. The altered cell continues to re 
produce as an altered cell. Analogous 
to the destruction of nerve cells is the 
group of irreparable radiation injuries 
in these cells. The degree of injurv is 
directly proportional to the dose of 
radiation and this without regard to 
which the dose was 


the time over 


given or the number of small doses 
that went to make up the total dose 
Fortunately, most of the effects that 
we know follow the recovery pattern 
It is this phenomenon which, in the 
treatment of certain diseases, allows 
for the administration of rather large 
doses of radiation without endanger 
ing the life of the patient. It also al 
lows for the adjustment of occupa 
tional doses so that the individual may 
receive the maximum permissible dose 
ill con 


that 


for a lifetime and not suffer 


sequences However, the fact 
gene mutations seem to follow the ir 
reparable pattern makes it necessary 


to adjust the population doses so that 
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the number of new mutations will not 
add substantially to the normal rate 
In establishing an occupational maxi 
mum permissible dose, consideration 
must be given to the contribution to 
the population dose as well as to the 
effect on the individual 

\ useful concept in radiation pro 


his 


concept assumes a uniform distribution 


tecaon is whole body radiation 
trom all directions in space and to all 
points in the body. It is fair to assume 
that, in certain oc« upational exposures 
wid perhaps most nonoce upational ex 
posures there is as much probability 
that one portion of the body will be 
that the 


radiations come from random points 


irradiated as another and 
in space This, of course, would not be 
true in case of heavy contamination of 
the environment where perhaps most 
of the contaminant is on the floor or 


bod\ 


side of 


ground. Calculations of whole 


radiation usually err on the 
safety since there is often at least par 
tial screening of the body and parts of 
the body tend to protect other parts 
of the bods 

Criteria for Protection. For public 
health purposes it is necessary to place 
special emphasis on minor injuries 
are likely to 
occur except through accident 


re kl SS 


p ine iples 


since no serious myuries 


mex 


cusable ignorance, o1 disre 


gard of protection and 


rules. In case of substantial overex- 


posure the consultative services of a 
should be 


investiga 


therapeutic radiologist 


sought and an exhaustive 
tion should be made into the situation 
which led to the overexposure Two 
for more than 


20 vears in studving and recommend 


bodies have been active 


ing protection standards. They are the 
Commission for Radio 
ICRP) and the Na 
of Radiation Protec 
tion and NCRP). The 
NCRP recommendations are issued 
National Bureau of Standard Hand 
books and are identified by name and 
HB-60, X-Ray Prote 
Protection Against Radi 
Cobalt-60 


International 
logical Protection 
tional Committee 
Measurement 


as 


number, e.g 


HB-54 


From 


tion 


ation Radium and 
Cesium 137 


differ 


ences in susct ptibilits of various tvpes 


Critical Organs. Because of 


of tissue, the chemical affinity of cet 


tain organs for specifi substances, and 
the potentialls greate! possibility of 


exposure of certain organs or areas re 
lated to specific uses of radiation, the 
dose to certain tissues or organs ma\ 
become the limiting factor 

Che skin is perhaps the organ most 
likely to be exposed and skin tissue 


is relatively sensitive Among radia 


X-Rays for Medica! Purposes Are Not 
Serious Hazard, Radiologist Contends 


ANN Arpor, Micnu Dr. Russell 
H. Morgan, chief radiologist at Johns 
Hopkins Hospital, Baltimore, has de 
bunked the 


views on the hazard of using x-ray for 


some of more alarmist 
medical purposes 

In a paper read to the Congress of 
Health, held at the 
University of Michigan last month 
Dr. Morgan said knowledge of the 
effects of 
“at a rapid and gratifying rate 


Environmental 


biologic al radiation has 
grown 
over the past few vears 

He listed three main biological ef 
fects and outlined the relative hazard 
of each 

l. Effect on total life 


Morgan said the “life expectancy of 


span. Dr 


the average human being is likely to 
be shortened by about one week for 
every roentgen of whole body radia 


tion to which he is exposed. Medical 


x-rav does not constitute a serious 


problem in) shortening life ex 
pectancy 

2. Effect on blood and tissue. Ex 
tensive x-ray treatments probably can 
produce leukemia and cancer of the 
thvroid, Dr. Morgan reported, but the 
probability is about 1.6 per thousand 
He said leukemia from “spontaneous 
sources” has a probability of 4.7 per 
thousand 

3. Genetic effects. 
ettect 
portant, Dr 


The possibility 


ot some on heredity is most im 


Morgan said, because an 
But other fac 


tors, including heat and natural radia 


mutation is irreversible 


tion are also capable ot producing 
such changes 
‘Medical 


importance if 


x-rav cannot be of great 


genet such is only a 
small fraction pe th ips 20 per cent ot 


the dose from natural sources.’ 


tion workers the case of most practi 
cal importance is one in which the ex 


posure occurs at a slow intermittent 


rate over a period of vears. There have 
been many individuals exposed in this 
whom have ce vel yped 


wav. some of 


cancer of the skin definitely attribut 
able to radiation. In al 
the skin 


( hange Ss 


such cases 
manifests typi il radiation 
and later 
after 


early 


cancel cle velops 
sometimes manv vears. In some 
lesions are of a 

sk nm in the 


- 
Virtual 


cases the 
minor character and the 


immediate Vicinity has 


normal appt arance I xperience 
cates that this type of cancer al\ 
ce ve lops In an area in whi h abno 


cell 


some 


growth has been apparent 


time. Numerous biopsies 
established that these 
in the 


but that the, 


1 
abnormal 


early stages are not car 
become 
cerous to radi 


tion should be ke pt be low the le ve 


may later 


Therefore, exposure 
which permane nt skin changes 


detectable 


by a dermatolog 
cancer spec ialist are likely to 
duced in the lifetime of the indi 
The leukemia 
diologists has been found to be 
higher than it is iv 
While the total numb 
small to 


in idence of 


sick rably 
phy SIcLanS 


I 
cases 18 too permit 


I 
statistical conclusions, other e\ 


such as animal experime ntati 
ports the finding that the blood 


rgans are highly sensitive t 


radiation 


the retore 


In susceptibl 
leukemia ma 


body « xposure t 


diation in amounts too small to ca 


i71ng 
\ iduals 


sult from whole 


indications of damage 
well to take 
] 


maduced 


subjective 
cordingly, it may be 
radiation 
the criteri 
should be 

well below the level at which 
} } 


ciable permanent ad 
I 


prevention ot 
kemia as another of 
protection Exposure 
image to the 
forming organs may be 

the lifetime of the indivi 
procedures INVOI\ 


The len 


sensitive to 


ertain 


sks to the eves 
lativelh 
, 
mi cataracts 
Osure 
produced ir 
I 
tre ited Wit 
cancel ul 
therefore 
ot the eve iS the 
these special circun 
Occupational dose. Recent ch 


1 the accumulative maxin 
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ready-to-use en 


(disposabie unit) 

Eech 100 mi contains. Sodium 0 

Phosphate 12 Gm.—Sodium Citrate 19 
DIRECTIONS ANO ADMINISTRATION 

Withdraw \ubricated rectal tip trom side 

of beg. The preferred patient positon is 

on the left side with the right knee Hong 


in the knee - chest position. When this) \ effectiveness 


convenient the extra long tubing allows) plus 
comfortable seit administration in asithag 
tien. Insert tip. Push flow vaive (steel n . 
Girection indicated by arrow. Squeeze beg j convenience 
@ desired quantity has been given Re rove 
and maintain position suggested above un 
urge to evacuate is strong. 

TRAVENOL tABORATORIES. INC 

Morton GIo**, titine? A. 
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meta 


Yuntit 


ctical way to 

ng 1o assembie 
cated rectal tip 

vents spillage of 


istration 


leases personnel 


re 
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iC 


TRAVENOL LABORATORIES, INC. + Morton Grove 
Pharmace 


j nois 


stical Products Division of Baxter Laboratories, inc 


3, September 1959 


reduces work load 
than less convenient 


rage space 


Dihydrogen 
Cc trate 10 Gm 





sible dose (mpd) are not the result of 
positive evidence of damage due to 
the use of earlier limits but rather are 
based on the desire to bring the Na 
tional Committee recommendations 
into accord with the present trends of 
scientific opinion. The current recom 
mendation is that for occupational ex 
the 


dose at any age is equal to the num 


posures maximum permissible 
ber of years beyond 18 multiplied by 
5, provided no annual increment ex 
ceeds 15 rems 

Population Dose. While at the mo 


ment it is not feasible to determine 


the average exposure for a population 


with a high degree of accuracy, the 
use of some figure is highly desirable 
tor planning purposes. As of Jan. 5 
1957, the National Committee 
Radiation Protection Measure 
ments suggested that 10 million rems 
ot 
population up to age 30 could be con 
Taking a 


{ million rems per mil 


on 


and 


man-made _ radiation per million 


sidered a reasonable figure 
dose of some 
lion population over this period tor 
background radiation one has 

round figures 15 million rems per mil 
The feeling 


lion population present 


Because time itself is the essence of healing... 
and time is vital to hospitals... the finest prod- 
ucts for hospital use combine proven performance 
with convenience and swiftness of application. 
SopasorB’s Canister-Pak is the most convenient 
container we have ever devised. And among CO» 
absorbents, Sopasors consistently outsells all 


other brands combined. 


SODASORSB* 


CO, ABSOR 


*Genuine Wilson Soda Lime 


w.re.GRACE aco. 


GRACE 
DEWEY AND ALMY CHEMICAL DIVISION 4 


Cambridge 40, Mase. + Montreal 3 


>, Canada 


For additional information, use postcard facing Cover _ 
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Dosage: Intravenous 5 to 12 mg. / Intramuscular, 5 to 15 mg. / Oral prophylax y 1g. daily / Supply: Tablet 
ttles of 50 and 5C Emulsion 0-cc. dropper bottles and 12 bottl l ns Parentera ition, 1 
(20 mg 10-cc. multiple dose vial (10 mg./cc Vesprin Injection Unimatic (1 rs 


Vesprin/the tranquilizer that fills a need in every major area of medical practice / SQuIBB ‘ | i Squibb Quality — the 
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anxiety and tension states, pre- and postoperative tranquilization, alcoholism, and obstetrics 
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Considerable saving in the cost of 


(Continued From Page 


shielding may be realized by locating 
the installation at a distance from oc 
cupied areas. This advantage, how- 
offset by increased op 


of 


areas 


ever, may be 


erating costs such as man-hours 


corridor travel time. Basement 
are advantageous from the shielding 
standpoint, especially for high-voltage 
equipment so arranged that the direc 
tion of the useful beam is limited to 
an outside wall. Consideration should 
be given to the work load expected 


and the degree of occupancy of the 


Instantaneous 


X-ray department and adjacent areas 
Caution should be exercised, however, 
be 
needed if there is an appreciable in 
crease in either of these 
Shielding is often expensive and addi- 


since additional shielding may 


factors 


tional shielding may limit work space 

In reviewing equipment lists, at 
tention should be paid to (1) cones and 
diaphragms to limit the useful beam 
to the area under study or treatment 
2) tube housing which should be of 
the protec tive tvpe to reduce the leak 


radiation; (3) degree of filtration 


ve 
age 


of the useful beam (inherent and addi 


information... 


is one of severaj outstanding features 
of the EDSTAN Automatic Registrar, the new 
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electronic system 
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For the hospital, EDSTAN 
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EDSTAN 
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EDSTAN AUTOMATIC REGISTRAR, Box 6831, Los Angeles 22, 


doctors 

Locates the doctor 

Notifies doctor of awaiting messages 
Keeps a visual record of present personne! 


PBX operator 


For further details on this time-saving, money 
saving electronic system send for free brochure 


California 


For additional information, use postcard facing Cover 3. 


tional available) to absorb the longer 


wave-lengths; (4) low absorption cas 
fast 


and modern developer which will re 
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duce the exposure to the patie nt; and 
5) timers on fluoroscopes which will 
limit the exposure or ensure that cor 

tinued o1 repeated exposure is delib 
erate 


Relatively long-lived 
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Handling. 


gamma ray emitters are 


very high-voltage ma 
Plants for 


not 


X-ray 


chines radon collection 


which were uncommon a few 
vears ago have become re latively rare 
the 
mav be divided into two groups One 


of these 


In general radioactive substances 


includes radium, cobalt-60 
and cesium-137; the other 
of the other 
usefulness. This 
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HOW THIS INGENIOUS UNIT 
SIMPLIFIES 
INTRAVENOUS THERAPY 





Sharp, sterile needle makes venipuncture with minimal discomf 


Eliminates venous cut-down and possible sacrifice of the ver 


Plant catheter. within lumen of needle. is 
the vein by simple manipulation. Flexible plastic sleeve 
Sterility of catheter Eliminates scrubbing and gloving. 


Needle is withdrawn, leaving catheter in the vein 
then becomes an adapter for any intravenou 
No armboard or other restraint is required 
discomfort of a sharp, rigid needle in the vein 
Intracath may be left indwelling for several admini: 
less trauma, minimized reaction, and the need for repeated 
venipunctures is reduced. 


tration there 





Crt OFSFERET INTRACATH 


INTRAVENOUS CATHETER PLACEMENT UNIT 
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don't mask odors 


remove them! 





It’s easier-~-now—to get rid of odors than to ignore them or use half- 
way solutions to the problem. Simply wheel a Barnebey-Cheney 
activated carbon air purifier into place and plug it in. Air circulates 
through the activated charcoal filters, is discharged completely free 
from all odors, positively, quietly, continuously. No sprays, masking 
agents, or swabs needed. 

Modern, attractive units come in sizes to fit all requirements. The 
unit shown above is recommended for morgue, autopsy, cancer treating 
rooms up to 12,000 cubic feet. Write for Bulletin T-316 on positive 
odor control. Barnebey-Cheney, Columbus 19, Ohio. 


Mt. Carmel Hospital, Columbus, O} 
one f many using Barnebewy-Cheney p 
ible air rifiers or odor control equit 


onditioning systems 


activated charcoal air purification 


Barnebey 
Cheney 


For additional information, use postcard facing Cover 3. 
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B.EGoodrich 


Here’s how 
hospitals cut 
maintenance costs 
with Koroseal seis tet ee ee mes 
fabrics | 


B.F.Goodrich Koroseal fabric-backed vinyl wall coverings 
eliminate the need for periodic painting. Koroseal cleans 
easily with soap and water, keeps its sparkling good looks 
for years with practically no maintenance costs. Koroseal 
upholstery—in coordinated colors and patterns—also takes 
severe usage with little or no signs of wear. 

Koroseal wall coverings meet the fire resistance require 
ments of Fed. Spec. CCC-A-700. For free swatches, write 
Dept. MH.9. B.F. Goodrich Industrial Products Company, 


Marietta, Ohio. 
Koroseal’s Ambassador pattern, in attractive sage green, adds 


long-lasting beauty to the Osteopathic Hospital in Grand Rapids, 


New Everest pattern... excellent 
for corridor and room wain 
scoting. Heavy weight for extra 
abrasion resistance 


+ =e 
Cotertul, inviting Koroseal armors these lounge chairs in 
the main lobby of the hospital at University of Michigan, 
Ann Arbor 





wall covering and uphoistery 


BE Goodrich Koroseal supported vinyl fabrics 
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OXYGEN THERAPY APPARATUS 


® 


is designed to meet the physiologic needs of the patient! 


The increasing use of oxygen therapy ts 
reflected in the larger amount of oxygen 
being used in hospitals today. This growing 
demand for oxygen has brought with it an 
equal demand for equipment especially de 
signed to meet more exacting requirements 


in the administration of oxygen the rapy 
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of the hospital team ! 


A tine example of this specialization can be 
seen in the advanced engineering of out 
Model 25A Oxygen Tent 

Clinical tests of the Model 25A have indi 
cated oxygen concentrations of O8%@ at 10 
l.p.m This high efticiency constantly as 
sures the patient of the oxygen prescribed 
Blower and motor are separated, ductwork 
between chamber and hood are eliminated 


to help prevent oxygen or temperature loss 


A simple adjustment of the thermostat in 
sures stability of both temperature al d 
humidity. The special non-cycling refriget 
ation unit holds temperature within one de 


gree at all times 


Large, low-speed blower, and a continuous 
ly running refrigerator make sure of quiet 
operation. There ts no ‘‘on-oft” switching o1 


temperature variation to disturb patients 


Three frame heights accommodate all com 
mercial bedrails. Four-inch  ballbearing 


casters give mobility 


A high-humidity model is also available. It 
permits easy selection of desired humidity 
from normal to a saturated fog 

For further information on the Ohio Model 
25A Oxvgen Tent and our extensive line of 


oxygen therapy apparatus, please request 


Catalog 4780. Write Dept MH.-9 


OTHER <{>aiws FOR 
OXYGEN THERAPY 


MODEL 100 NON-REBREATHING MASK for use with specio! 
Ohio Oxygen Diluter permits the physician to prescribe and 
obtain exoct oxygen concentrations. 

FAMOUS 6-L-B® PARTIAL REBREATHING MASKS ore ovail- 
able in nasal, oronasal and tracheotomy models. Provide high 
oxygen concentrations at low cost. 


THE POPULAR K-S® DISPOSABLE PLASTIC MASKS ore ovoil- 
able in child or odvlt sizes. 


DISPOSABLE PLASTIC AND RE-USABLE RUBBER OXYGEN 
CATHETERS are available in all popular sizes and styles. 


THE JET HUMIDIFIER features o duo! principle of jet action 
plus bubble-through which produces maximum humidification 
in oxygen therapy. 

THE NEBULIZER is an efficient unit which nebvulizes particles 
in the effective therapeutic size ronge of .5 to 3.0 micro at 
oll customary flow rates — even os low as 3 |.p.m. 


GAS REGULATING APPARATUS includes: (1) A Pressure-Com- 
pensated Flowmeter available in the standard mode! (0 to 
15 |.p.m.) or nursery model (0 to 5 |.p.m.); (2) The Series 8000 
available in verious models for use 
with the Pressure-Compensoted Flowmeters and also the Bour- 
don-type flow gauge — both for large and small cylinder use. 
OHIO CYLINDER CARRYING UNITS ore designed for easy 
transport of cylinders. Four models: (1) two small cylinders, 
(2) single small cylinder, (3) single large cylinder, (4) two 
lorge cylinders. 
THE MIRA OXYGEN ANALYZER permits easy and accurate 
(within 2%) ement of oxyg tration in tents, 
hoods ond infant incubators. Operates anywhere on its own 
power supply. 


THE OHIO-DOTCO RESPIRATOR AND DEEP BREATHER offer 
moximum cerosol effectiveness with patient-controlled inter- 
mittent, positive pressure breathing. Simple adjustments on 
the Respirator provide variable mouthpiece pressure which 
registers on the gavge. Mouthpiece premure on the Deep 
Breather is set and sealed by the physician or technicion. 


TRAINING AIDS offered include medical article reprints, 
instructional literature, full-color filmstrips, the services of an 
oxygen therapy specialist os lecturer and demonstrator and 
the assistance of Ohio's Oxygen Therapy Consultant who will 
evalvote your inhalation therapy program. All of these services 
ore supplied by Ohio Chemical without chorge or obligation. 
For further information about Ohio oxygen therapy apparatus 


or training acids, please see your local dealer, or write directly 
to Ohio Chemical, Madison 10, Wisconsin 





‘Service is Ohio Chemical’s Most Important Commodity” 


Oto Chemical 


OHIO CHEMICAL & SURGICAL EQUIPMENT CO. 


MADISON 10, WISCONSIN 
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Ohio Chemicol Pacific Company, Berkeley 10, Calif. 
Ohio Chemical Canede Limited, Toronto 2 
Airco Company International, New York 17 

Cie. Cubofia de Oxigeno, Hovona 





(All subsidieries or divisions of Air Reduction C ’. 
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(Continued From Page 108 
general area of internal medicine 
The hazards in the handling of ra 


More Features For dioisotopes which are not sealed 


’ sources are: de position of the isotope s 
Safety Comfort and wa NY a a . in the body exposure of the whole 
, ¥, body to gamma radiation, ¢ xposure ot 


the body to beta radiation, and ex- 


Durability in ; posure of the hands or other limited 


Solid Seat Chair—ideal parts of the body to beta or gamma 


for patients who must 
COl SON slide, shift, or move radiation. These factors should be 
onto or off seat. Model borne in mind in reviewing proposals 
1A8F221CS5 shown for radioisotope units in hospitals and 


Whee/ other medical facilities 


Inhalation and ingestion are par 
* 
Chairs ticularly to be guarded against. In 
: halation may result in direct irradia 
tion of the lungs and the bronchial 
tree, the absorption of the active ma 
terial directly from the lung, or elimi 
nation from the lung by ciliary action 
Wooden Wheelchairs— followed bv swallowing. Ingestion 
preferred by some for will result in irradiation of the intes 
extreme ruggedness, 
durability, economical 
price, and low mainte- 
nance cost. Model 4432 of some substances into the body 
proper, retention of certain substances 


tinal tract by the material during its 


residence in this structure absorption 


bv the body, the elimination from the 
body by the kidnevs or the lowe: 
bowel, and in some cases, elimination 
by sweat, milk and other secretions 


As long as the material is in inti 


Medel 1A8F221CH5 mate contact with body tissues it is 

(Shown at left) producing damage and the degree of 

damage will depend upon the nature 

of the radiation, the length of time 

over which it takes place and the 

functional importance of the tissues 

. Roomy hammock-style seat and back of ' f irradiated. Design, therefore, should 
reinforced, no-sag saddle grain upholstering ~ allow for good radiological hvgiene 

. Foam rubber arm rests. Ne hh work habits. Thought should be given 


. Easy to clean chrome plated tubular steel frame oP: a to such things as impervious walls and 


. Stainless Steel clothing guards < ve XY doors, rounded corners to minimize 

. Cushion-ride non-marking tires ) the accumulation of dust, adequate 

. Positive locking safety brakes Adjustable Back Rest hoods adequate ly ventilated, and so 

Safety tread footboards aie ree on. There should be provision for ade 

. Pushbutton leg rest. Removes or interchanges in Reclines 36°. Model 
seconds without tools 1A8F123CH5 


quate storage and other shielding fa 
ciliies to minimize external radiation 

Protective design is a fundamental 
ind integral part of the total effort to 


The hammock style wheel chair is one of dozens of other style chairs available minimize radiation exposure to the 


with equally superior features. New Colson designs now allow greater interchanging worker, the patient and the general 
of parts and accessories ...so one chair does the work of many. Colson chairs are public. The goal should be not more 
made stronger, last longer by actual test, in spite of greater use. For budget-minded thon @1 ¢ mer week to the radiction 
hospitals there's variety, versatility and extra-quality in every unit. Available are ; 
folding, portable, low-seat, utility, commode, worker, and not more than 0.01 r per 
wooden, tubular steel models in sizes for Fer free 
children, youths, and adults. Write Wheelchair design failure in this regard must be 
for the Colson Wheelchair catalog of met by operational adjustments a 
full specifications and information catalog 
on how to select the best chair Write to 
for your needs. THE COLSON CORP. 
7 S. DEARBORN, CHICAGO, ILL. 


week to the nonradiation worker. Any 





The Colson Corporation 


Plants in: Jonesboro, Ark, Elyria, Ohie 
Somerville, Mass., and Torente, Conede 


For additional information, use postcard facing Cover 3. The MODERN HOSPITAL 





Creates an atmosphere 
of beauty and security... 


Contemporary styling in keeping with the tempo of today. Simplicity is the keynote! 

Patient comfort and confidence are the objectives! 

Fine furniture construction with rugged strength and clean-line design create an easy-to-care-for 
grouping that will remain new through the years. 

Select from a line of twenty-six models... panels and drawer fronts of Northern Hard Birch 
Carrom Enduro Natural finish. Tops faced with matching Formica. 





M59-.8FB-2 Manuva! Adjustable —2917S Arm Chair _ - B = 
Height Bed ~55 Double Chest -*& ‘ ; ° 
1950 Overbed Table 2 Bedside Cabinet 7 . A 
1108S Hi-Back Convalescent eT '] . i 
Easy Choir of Designs for Business, inc , — . c 
. . 
* 111-2 Electric Adjustable Height Bed 


Also available . S.5208-T Doyle Bed Springs Actuator 
« for Use on Trendelenberg Spring 


WRITE CARROM. 2000 PLANNING DIVISION FOR DETAILED INFORMATION 
Mm Slell lcuge), Me lleislicr {| 
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Operating Room Forum 





What Can Be Done About M. D.'s 


Who Violate Aseptic Practice? 


By Frances Ginsberg, R.N 


LI hospital emplo es 
pected to adhere to them 


Frances Ginsberg 
in etticient intectio 


pr rotice 

Not all surgeons ig 
lem. Man ure guilty ‘ ws CXCESSIN 
room by “just taking a peek vhether 
wear their masks improperly Others ignor 
Still others refuse to rectify breaks in aseptic 


gloves become contaminated 


SAVE STEPS FOR Ruel Maaiealls eummaie 


of the h ispital is well with 


BUSY STAFFERS ind sit on the bed. do not 


ifter seeing 1 patie nt 


... KEEP A STANDBY? RPE ig 
leagl 


evel bye COLUDSECTOCCU 


NEARBY Phat authority is the 


gally responsible 
An extra Standby Baumanometer*® hospit il 
on each patient floor can save much How this can be 
time and effort for busy nursing per 
sonnel These self-contained, easily 
portable units can be stationed right tween 
at bedside when frequent bloodpressure helieve it can he di 
readings are required, as in the care 
of the post-op patient. This conven Advice on aseptic 
ient arrangement eliminates hunting ind they persist in breaking 
and retneving borrowed instruments 


if good juncture nt 


the medic 


TOOL SUPECTVISOT worirsi 


The Standby Model is particularly running thei departme nits 
well-suited to the demands of hospital 
service. It is durably constructed for 
long, hard use; it is easy to read from 
any position. And it carries the most share this problem with the 
generous guarantee of any sphyemo 7 

#t the medical statl ser 
manometer available 


ilso have i responsibility 


director of nursing service 


sponsibility for bi 

Your local Baumanometer Dealer ; 

will be happy to show you the Standby 

Model...and the entire Baumanometer 

line designed for practical, economical 
standardization. Call him 


sion to the attentior 
the 


W. A. BAUM CO., INC. 
Copiague, Long Island, New York 


For additional information, use postcard facing Cover 3. 





You just tear this new 
foil suture packet open 
lo give your surgeons stronger, 


more pliable surgical gut. 


It’s sterilized by electron beam 


ETHICON 
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Catering Turns Complaints Into Compliments 


Betty Shelby 


ATIENTS at Highland Pa 

pital Highland Park, Ill 
diverting to choose their meals from 
the selective breakfast, luncheon and 
dinner menus the hospital offers 

It was not always possible to do s 
lime was when patients didnt kn 
what would be on their trays 
they were delivered This was 
two and one-half years age 


1 
strenuous! 


patients reacted 
they returned home many 
ters to the administrator like 
You have a wonderful hos 
by 


etl it 


cant you do som hing 
stitutional type of cooking? 
Or like this 
I found the roor 
nursing service top 
food abominable. Meals 
uninteresting, and often ho 
cold and vice versa. Cant 
be done to bring dietary 
high standard of your other 
ments?” Or this 
You have an excellent | sp 
can only criticize the food. Wh 
h spit ils serve such blah meals 
Since al I commen 
sembled 


ctors 


MISINESS firm 
iter Y service ind 
knew the empl ves were 1 
ly r at all, writing manage 


ng the food. Anothes 
firsthand experience 


surmised that | 


lustrv it would WOI 


The chef at Highland Park Hospital loves his work — and so do the At this point a lar 
patients. Here he checks the progress of hams baking in the oven. The rvice concern whi 
chef-manager handles cooking, purchasing and inventory, while the 
dietitian supervises the therapeutic aspects of the dietary service 


ximately 50 Chi 


’ , 3 
ints Was « illed 
Reflecting t 


says, It 
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tW LILY DISPOSABLE 
WATER PITCHER 


for sanitary 
beverage service 
in hospitals 


» ames 


This handsome quart-size disposable and will keep ice and water cool and 
pitcher assures a fresh cup of water refreshing for hours 

or other cold beverage for the This new pitcher is available in the 
patient. This new pitcher pours traditional Lily Green Leaf Design 
easily, is light in weight when com- to match Lily Cups...a perfect com 
pletely full, and will not tip even bination for sanitary disposable bed 
when empty. The stainless steel lid- side beverage service 

handle unit snaps on, fits snugly For 
over the top of the disposable pitcher 


more information, mail this 


coupon today 
and is readily removable for sterili- 


zation. The lid is designed to let LILY- TULIP ; 2 > 
liquids flow freely, keep ice in. The :) 
pitcher itself is a natural insulator 
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field to us. We knew that a few East- 
ern hospitals were using a service such 
as ours, but information scant 
We also knew that sick people do not 
want or need the type of food re- 
quired by the office 
worker and day laborer. With these 
thoughts in mind, together with the 
two basic concepts of catering which 
are quality food and attractive pres 


was 


more active 


entation, we hired a member of the 


American Dietetic Association as our 

dietitian and began researching.” 
Here’s what happened. All the old 

“institutional” recipes in use at High- 


land Park Hospital were tossed out 
New recipes designed to please pal- 
ate and eye replaced them. Of these 
some were standard; what should you 
do with a steak but broil it? But others 
herb 


sauces 


employed foreign, wine and 


wide range of 


cookery. A 
helped make vegetables tempting and 


why serve peas plain when mush- 
rooms can be added? Why plain green 
beans when everybody knows slivered 
almonds lend a fillip? Fruit cup is 
fruit but the better 
add a dash of grenadine 


Highland Park Hospital? Also 


cup restaurants 
“ hy not 


Ww hy 


Highland Park 


Hospital 


menu 





Left: Cover of a High- 
land Park Hospital 
menu. The cartoon is 
designed to tickle the 
patients’ fancy, while 
the imaginative menu 
(below) tickles their 
appetites. The combi 
nation is proving 


extremely successful 











serve white fish all the time when 
there are lobster tails, and roast chick 
en with dressing when you can serve 
Rock Cornish hen with wild rice? 

So it went until the hospital ended 
up with a regular dinner menu which 
includes an average of 12 appetizers 
one of which is Sherry, eight entrees 
two salads, 10 desserts, and choice of 
beverage and bread 

The luncheon menu offers soup or 
juice, six entrees, the same desserts as 
the day, 
choice of beverage and bread 

For breakfast the Highland Park 


Hospital patient has a choice of eight 


the dinner menu for and 


juices and fresh fruits. In addition, he 
may choose in season fruits such as 


honey dew or casaba melon, canta- 
loupe, strawberries or blueberries. Six 
hot and cold cereals are on the menu 
He can have eggs prepared any way 
he wants them, and there’s always a 
meat item, bacon, ham or sausage. To 
top it off he may select French toast 
vith maple sirup, coffee cake, break- 
fast muffins, sweet rolls or toast, and 
a choice of bev erage 


The 


basis for all other diets since its items 


regular menu provides the 


may be modified for bland or soft 
metabolic, sodium and fat restricted 
ill of which also have selective 
Menus for all diets differ daily 


During 


diets 
menus 
ind are on a two-week cycle 
this cvcle 67 different entrees show up 
on the regular diet! 


With the menu set, a chef-manager 





(Pesce circle | or 2 eggs) 
Sr embted Eggs 

O Fried Eggs 

Sof Combed Eggs 
) ard Cocked Egg 
 Peeched begs 


© Cateo Cate 
| Coie 


0 Onwm 
ea 


7 
mw SS = 


+ 
ria aet 
Oy. a, 


The MODERN HOSPITAL 








FIRES OLFLFLEIR Y 














* CEREALS 


to prove that Instant Maxwell House 


is better for your operation 
than ground coffee! 


The experience of successful users of Instant Maxwell House Hotel and 
Restaurant Coffee has proved that it is better than ground coffee for food 
service operations. Instant Maxwell House H&R Coffee was developed especially 
for the food service industry. We want you to try a free supply because 

we know you'll continue to serve it. And here are the reasons why: 


@ Instant Maxwell House has uniformity of flavor. Day in, day out, you can 
serve the same delicious cup of coffee! 


Instant Maxwell House offers substantial economy. Gives 10% greater yield. 
No coffee is wasted in grounds. 


Instant Maxwell House can be made by anyone—with your present * » 
equipment or in a special instant coffee machine, if you desire. 


Instant Maxwell House saves labor, eliminates 3 out of every 4 man-hours re felerel seasons 


. . BOUF BABES AHO BEABOHINOE 
now spent in preparing ground coffee. 
And—Instant Maxwell House has proven consumer acceptance —it is 
America’s largest-selling coffee! 


MAXWELL 
HOUSE 
COFFEE 


@ It is conveniently packaged in urn-size, glassmaker-size, and individual envelopes. 


Yes, Instant Maxwell House is better for your operation than ground coffee — 
and you can prove it for yourself! Mail the coupon below for a FREE 
one-day trial supply of coffee and demonstration. There's no obligation to buy. * 


A Product of General Foods JELLO 


CESSERTS 


ii 
“, 


“ott Fa ea” 


General Foods ¢ orporation 








Institutional Products Division 
\W hite Plains New York Ly pt \ 


INSTITUTIONAL GENERAL FOODS CORPORAT! 
ae INSTITUTIONAL PRODUCTS DIV! 
Olvision WHITE PLAINS, WN. Y.. . 
~” Equipment tise 
Number Cup 





from the catering service moved into 
the hospital's kitchen and the picture 
began to change fast. He took over the 
cooking, purchasing, inventory, kitch- 
en and cafeteria. These had been han- 


to order oftener. Purchasing 
through the 
buys in bulk for all its clients 
stalled or 


control mW hic h spec ific SIZES ot meats 


time 


catering service which 


he in 


buying 


scientific portion 


service 
potatoes 
I 

colorle SS 


in this the 


with mint Je lly 


plate 


and 


new 


Veal 


war 


t 


I 


would h ive 


i 


I 


roast 
eans 
be ch 
But lan 


baked pot ito 


with pimiento 


foil 


with 


peas 


dled the dietitian along with a are ordered, all lamb chops, veal cut 


mvriad other duties. The new arrange- 
ment left her free to function in the 
area of her spec ific competen e, thera 


peutic diets and interpretation to pa 


by 
a parsle Y sprig was sor 


pri 
Add to this toma 
, . 


tossed Tree! 


lets, steaks, for example the same size 
While the chef manager was train 


ing dietary personnel in new wavs of 


else again 
cocktail 
a salad expert al Russian dressing, let 


to make a 


food preparation 
rived to teach them how 
wide of 


them attractivels 


ind you don’t have a dull lo 
“We eat with our eves 
} ] 


wad 


tients 

First, the chef 
the 
week's supply, the former having been 
inevitable because the dietitian hadn't 


cut down variety salads and garnish 


to a 


manager 
savs the 


ing firm. Bearing 
Highland Park Hospital tra 
on half 


mouths,” 


inventory from a month’s 
this 


(Appearance of the travs changed 


drastically Color characterized the 


put a strawberr' 


when strawberries are 
} 


nino 


Below: Trays, with menus marked by the patients, start on an assembly line 


in the kitchen and are checked off at the end of the line by the dietitian. cherry 


son t marast 
radish rose 


sticks ill sn 


} 
ippea 


ice pt at 


carving 
curls, and celery 
but lending to the eve 

Before the 


Highland Park Hospital used the 


} 


hiring catering 


centralized service svstem wl 
pital officials belic ve 
hent 


gave 
outcries concerning ¢ 
what should have ho 
Now the 
fect. The 
vy the patient 


been 
centralize 
tray with 
starts o 
an issembly line 


ontents 


the 


the line trav « 


igainst the menu by cit 
thes 
floors 


110 to 


fore ire placed on 
for the 

From 
nd on their way 

nutes 

Are hot foods hot when the 

patient? Yes. The he 
the trick I 


system turned 


we plate sits on a metal sta 


metal pellet ThOUNe less] 


Below: This patient's pleased expression as she contemplates her tray is 
typical of the general reaction to the hospital's improved food service 
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ese= All This New Recipe en Kitchen Tested! 


f veel \ sold 


4-oz. bottle of 
KITCHEN BOUQUET 
with Set Of 12 NEW 
RECIPE CARDS 
for MAKING GRAVY 
and for De Luxe 
MEAT COOKERY 
yielding 
MORE SERVINGS PER POUND! 


Your Kitchen Will Gain Fame... 


You'll Save Money... on Meat Cookery taf oh 
With Kitchen Bouquet r +a er 
THESE ARE VALUABLE M 


(ream oF 


orated [or easy tea 


HERE'S ALL YOU DO: 


an g evenly ar id help ave 


Sees nna Bes BinB 
and combination dishes for - 
richer, more appetizing brown \) 2 Broiled in Butter Now —'/2 Minute 
color, more satisfying flavor BN Mushrooms a Cooking Time- 
Use free 1-0z hot le to mak . a ; “ 3 Styles 10 Times Faster! 
your own tests. You never ' Whole Crowns-— Gack New, Easy-Pouring 
be without her Sliced —Chopped Spout! 


\ 
avaliable 
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catering people are beginning to think 
about insulated dishes for cold food 
service 

Insulated dishes and insulated cof 
fee pots are things to think about be 
cause they cost the hospital money 
Which brings up a point. Has High- 
land Park Hospital's dietary depart- 
ment expense risen since it hired a 
catering concern? 

‘A little,” savs Administrator Frank 
|. Schwermin, “but it’s worth it.” 

And the board of directors thinks 
its worth it, too. Because now each 


month they receive written comments 


SS OOOO 


from patients which sound like this 

“I enjoyed my brief stay at your ex 
cellent hospital. I found the nurses 
attendants and doctors friendly, help- 
ful and efficient. Most of all I liked the 
good food ° 

And this: 

“The meals were very good, the 
travs were fixed attractively, and | 
liked the idea of choosing my meals 
from the menus.” 

And this 

“To me it was absolutely unbeliev- 
able that food could be served so ap- 


petizingly and with such elegance ina 


& 


“He’s cross as a bear until he gets 


Continental Coffee!” 














) 


ER 


Write for free trial package 


(Conlinenilal Coffee 


AMERICA'S LEADING COFFEE 


for Restaurants, Hotels and institutions 


CHICAGO + BROOKLYN + TOLEOO+SEATTLE 


For additional information, use postcard facing Cover 3. 


hospital setting. I have already re- 
ported this information to a teaching 


staff of dietitians.” . 


FOOD FOR THOUGHT 


Keep Frozen Foods Frozen 


A WHOLE new area has opened 
in the field of frozen foods. The 
advantages are many but what are 
the pitfalls to the consumer? 

The following statement, from the 
United States Department of Agricul 
ture in 1957, 


studies made at considerable expense 


was based on extensive 


and largely supported by the frozen 
food industry: “Despite the great com 
mercial success of frozen foods, they 
face a constant danger as well as 
great opportunity. That danger is ex 
posure to high temperature. The op 
portunity is preservation of a. still 
greater portion of their original quality 
by rigid avoidance of all temperature 
damage. To convince the many thou 
sands who handle frozen food that 
temperature damage can and does 
take its toll, here are the facts on kinds 
of quality loss and their rates at 
various temperatures ; 

In brief, these are the facts 

1. All changes that result in loss 
of quality accelerate as the tempera 
from OF. At 15°F. the 
changes are several times more rapid 
than at O'F., and at 25 F. to 30'F., sev 


eral times more rapid than at 15 | 


tures rise 


2. Lowering the temperature ot a 
frozen food which has been subjected 
to temperatures above 0'F. does not 

repeat, not correct the damage 
done. What is lost is lost forever. Each 
fluctuation between original freezing 
and the time of consumption takes its 
toll. The loss is cumulative 

What does this mean? It means that 
from the moment of freezing to the 
time it is ready for cooking, the frozen 
food should be held at 0°F. or below 
It means the warehouse, the railroad 
car, the truck, the local distribution 
point, and finally the retailer's freezer 
must be maintained at 0°F. or lower 
Think for a moment of how often vou 
have seen frozen foods abused and 
their quality destroyed by failure to 
respect these conditions of handling 
Esss, special 
Head 


Army 


and storage JANE ( 
feeding and nutrition adviser 
quarters, Department of the 
Office of the Quartermaster General 


Washington, D.C 
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Quality-controlled 


throughout the world 


Wherever 7-Up 

is sold and enjoyed, 
uniform purity and 
wholesome refreshment 
go with every sip 
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Quality is 7-Up’s first concern. 

To keep this popular beverage uni- 
formly pure and wholesome, a con- 
tinuous system of quality control 
governs 7-Up production from start 
to finish. 

All 7-Up ingredients, for example, 
must conform to rigid quality 
standards that are uniform 
throughout the world. From 
Bangkok to Boston. From London 
to Laredo. 

Each 7-Up bottler constantly con- 
ducts exhaustive tests on sugar 
content, carbonation, water purifi- 
cation and bottle cleanliness, to 
name a few. 

In St. Louis, the parent Seven-Up 
Company maintains its large, 
modern, central research and test- 
ing laboratories. Here, ingredient 
samples and “‘off the line’ bottles 
of 7-Up are received from all 7-Up 
plants. These undergo every con 
ceivable type of quality control in- 
vestigation, careful records being 
kept on all samples tested. 

This all-inclusive quality control 
accounts in large measure for 
7-Up’s unvarying flavor and purity 
And these are the important attri 
butes behind 7-Up’s widespread 
acceptance— among hospitals, in 
stitutions and schools as well as 


the consuming public. 


Nothing, does it 
like Seven-Up! 


For additional information, use postcard facing Cover 





Menus for October 1959 


Scrambled Eggs 
Bacon 


Baked Beef Short Ribs 
Baked Potato 
Harvard Beets 

Peach-Cottage Cheese 
Salad 
Ice Cream 


Smothered Veal Steak 
Buttered Rice 
Broccoli 
Tossed Salad 
Cocoanut Pie 


7 


Orange Juice 
Bacon 


Baked Ham, Fruit Sauce 
Mashed Sweet Potatoes 
Buttered Spinach 
Pineapple Salad 
Strawberry Shortcake 


Chicken Salad Sandwich 
French Fried Potatoe 
Pickles and Tomatoes 

Oyster Cracker 


Custard Pie 


13 


Stewed Prunes 
Poached Eqs 


Broiled Liver, Onions 
Mashed Potatoes 
Buttered Okra 
White and Red Grape 
Salad 
Banana Cake 


Lamb Ragout 
Buttered Rice 
Stewed Tomatoes 
Pear and Prune Salad 
Cocoanut Cream Pie 


19 


Grapefruit Sections 
Toast 


Chop Suey 
Buttered Rice 
Creamed Onions 
Stuffed Celery Salad 
Pineapple Cake 


Baked Ham, Raisin Sau 
Mashed Sweet Potatoes 
Buttered Kale 
Spiced Crabapple Salad 
Pecan Pie 


25 


Scrambled Egg 
Bacon 


Pot Roast of Beef 
Mashed Potatoes, Gravy 
French Green Beans 
Tomato Salad 
Fudge Cake 


Hamburger Steak 
French Fried Potatoe 
Creamed Corn 
Blushing Pear Salad 
Fruit Gelatin 


31 Sausage, Toast 
Peas and Carrots 


2 


Stewed Prune 
Toast 


Fried Fish, Tartare Sauce 
Creamed Potatoe 
Tomatoes and Okra 


Salmon Patties 
Oven Fried Potatoes 
Lima Beans 
Pineapple and Cottage 
Cheese Salad 
Peach Shortcake 


T mato Juice 
Poached Egg: 
. 
Braised Veal With 
Mixed Vegetable 
French Fried Potatoes 
Buttered Cauliflower 
Beets and Hard Cooked 
Egg Salad 
Orange Cake 


Stewed Tomatoe 
Waldorf Salad 
Chocolate Bread Pudding 


14 


Roast Turkey, Dressing 
Candied Sweet Potatoes 
Turnip Greens 
Golden Glow Salad 


Strawberry Shortcake 


Ham Salad Plate 
Potato Chir 
Tomatoes, Pickles 
Apple Cobbler 


20 


Stewed Prune 
Jrange Juice 


Roast Beef, Gravy 

Browned Potatoe 
Baked Squash 
Waldorf Salad 
Gingerbread 


Breaded Pork Chops 
French Fried Potatoe 
Buttered Carrot 
Tomato Salad 
Chilled Fruit Cup 


26 


Stewed Prunes 
Taact 
. 
try Style Steak 
Buttered Rice 
Broc 
Kidney Bean Salad 
Peach Pie 


e Breaded Ve 


Pear and Mint 


Ready-to-eat or cooked cereal ser 


Bakec 


ets and R 


Pe 


d Sweet Potatoe 


Peas and Carr 


neapple-Apr 


Hamburger 


Mashed Rutaba 


Baked Custa 


Potato Cake 


Fried Tr 


‘ 


t Salad 


Steak 


ven Browned Potatoer 


Pineapple Ch 


Saimon Casser 


Coleslaw 
a 


Pie 


With Biscuit Tops 
Whole Kerne 
Peas and Car 
Cottage Cheese Salad 
Gingerbread 


Grapefruit Sect 


Tomato-Lettuce Salad 
yeberry Custard Pie 


B 


~ 


15 


Toast 


Corn 


Hamburger Steak 
Mashed Potatoes 
Buttered Beet 


ast Chicke 


Lyonnaise Potatoe 


E 


scalloped Corr 
Waldorf Salad 
Lemon Cake 


21 


Tomat 
Bacon 


Smothered Chicken 
Steamed Rice 
Ma hed Rutabaga 
Deviled Egg Salad 

¢ 


Butte 


Pre 


Meat Ba 


sravy 


red Noodle 


“reamed Corn 


s and Peanut B 


Salad 


Pound 


27 


ed Lamt 


ange Sect 


ake 


Pattie 
Buttered Potatoe 


Everett P. Rosemann 


Food Service Director 


Rex Hospita 
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proven | HOSPITAL-RIGHT | wherever use 











FOOD AND BEVERAGE CONTAINERS > : | 


SEALKRAFT BOTTLE 


= ~ 


SEALKRAFT CONTAINER 


LABORATORY CONTAINER 


“MEASURE CUP” 


Already the t Choice f hospital technicians, nu 
kitcher ne! everywhere. Sealright Hospital-Right, 3a 


disposable paper containers are so right t for your h ta . 
: pnd me a sample Hospital-Right 


er 


y singre service ntainer need : cabie ntainers 


Try a Test supply experience a 
added service effectiveness, and enjoy new | 


Hospital r 


SEALRIGHT-OSWEGO FALLS CORPORATION Addres: 
Fulton, New York ansas City. Kansas 
ht Pacific Ltd., Los Angeles, California 
ht, Peterborough, Ontar Canada 


F HOSPITAL-RIGHT SINGLE SERVIC L PURPOSE CONTAINERS 


For additional information, use postcard facing Cover 3. 





Built-in Climate 
Helps Save 
Boosts Efficiency 


in Today’s Hospitals 


Optimum temperoture and humidity levels in 
operating rooms spare patients the strain of adjust- 
ing to unfavorable conditions. 


Even our northernmost hospitals are 
now being equipped with year ’round 
air conditioning and individual room 


controls, 


One of the nation’s finest new hospitals is the com- 
pletely air conditioned St. Vincent’s Hospital in 
Green Bay, Wisconsin. Here, as in many other 
modern hospitals, a Johnson Pneumatic Tempera- 
ture Control System with individual room con- 


All bedrooms are individually controlled by Johnson Thermostats. The mod- trols provides continuously ideal air conditions 


ern pneumatic control system helps eliminate complaints and calls, gives : 
nasees enn Gin teseibesdtien both for patients and the staff. 


For example, to conserve a patient’s strength 





during surgery, operating room temperatures and 
humidities can be adjusted to suit the individual’s 
condition. While convalescing, he gets the benefits 
of the exact temperature he finds most comfort- 
able or the physician prescribes for his health. 


By maintaining a consistently comfortable work- 
ing environment, the Johnson System helps the 
staff to work at top efficiency. Likewise important, 


it gives nurses more time for their professional 


Proper thermal conditions are important to youngsters, too. The Johnson 
System mokes it a simple motter to provide the best possible environment 
for patient health and comfort. 
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St. Vincent's Hospito!, Green Bay 
Berners. Sotford & Joh hivects 


ond Tweet Bros., me 


duties by eliminating time-consuming room tem- 


perature checks, unnecessary calls for service and 


endless trips to open and close windows. 


Thanks to the unmatched simplicity and economy 
of pneumatic controls, buildings of all types and 
sizes can easily enjoy comparable advantages. 
When you build or air condition, a specially 
engineered Johnson System will assure a built-in 


climate to meet your specialized requirements. 


Johnson Service Company, Milwaukee 1, Wiscon- 


sin. 105 Direct Branch Offices, 


JOHNSON ,, CONTROL 





Get the “Plus Values” 


of Pneumatic Control by Johnson 


to all types 


3 equipment 


ontrols ore opplied 


ng ond ventiiotir 


@ Widest Application. Johnson 


and mokes of air conditioning, heot 


Each system is engineered to meet the exact needs of the individue 


hospito 


Greater Simplicity. Pneumatic contro! involves for fewer and much 


simpler components than anything else you con use. There ore fewer 


components to check, fewer parts subject to failure 


Lewer Costs. Pneumol ontrols consume but a fraction of the 


read by 
Upkeep expense is 


no planned 
With ordinory ore, @ 
ding 


power req. other types of controls. There is 


obsolescence nomina 


Johnson System con be expected to last for the life of the bu 


even in the presence ef explosive anesthet 


Complete Sofety 
go ses 


Reliable Performance. Johnson Pneumatic Controls are unaffected 


by short rcuits, electrical overloads, voltage voriatiens ond humidity 


You get continuous, accurate contro 


Johnson maintains the oldest and largest 


Dependable Service 


service organization in the industry. Fx time, factory trained service 


men ore on duty in over 105 direct branch offices end more than 200 


other citres 





PNEUMATIC SYSTEMS 
INSTALLATION * SINCE 1885 


use postcard facing Cover 3. 


DESIGN * MANUFACTURE + 
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How the Laundry lrons Out Infection Hazards 


Glenn C. Lange 


B”’ H the hospital laundry and the 
that 


work for hospitals can be effective in 


commercial laundry does 
reducing infection by preventing the 
spread of staphylocecci. This brings 
the laundry manager into the picture 
and requires him and the housekeep- 
ing division to scrutinize carefully the 
entire system of handling linens 
Such studies by these departments 


in many throughout the 


hospitals 
country have resulted in certain basic 
pring iple s that are known to be help- 
ful in the reduction of airborne germs 

rhe following list of guiding prin 
ciples has been compiled from the 
work of several committees 

1. Remove linen from the bed with 
a minimum of shaking. Any agitation 


bed linen that may 


or movement of 
possibly be contaminated will put un 


told 


into circulation. For 


thousands of airborne bacteria 
this reason, the 
nurse or aide who performs this job 
should be instructed to remove the 
linen as cautiously as possible and to 
place it immediately into a laundry 
hamper or bag 

2. Cut 
linens must be carried to the hamper 


down the distance loose 


or bag. It is important that hampers 
be provided as close to the beds as 


possible so that the linen can be placed 


Seven ways in which the laundry can help reduce infection 


hazards, from the proper technic for removing bed linens to 


sorting and handling in the laundry, are outlined in 


this study made by the American Institute of Laundering 


Ideally the 
have a 
holder for a 


laundry bag placed beside the bed for 


in them immediately 


nurse or aide would small 


hamper or ring-type 
discarded linen 

3. Do not drop linen loose on the 
floor or down a clothes chute. If linen 
1S allowed to be dropped on the floor 
or down the clothes chute, there are 
many opportunities for the air cur 
rents to carry off any airborne bacte 
ria that may be on them. In the case 
of a clothes chute, this may then allow 
the bacteria to reach other floors and 
areas of the hospital through the 
chute Even the 


allowing linens to be dropped on the 


svstem practice ot 


floor is dangerous because the ensuing 


air currents will also carry off bac 


teria Bags or other containers should 
always be used to seal up linens. En 
sale ly 


closed this way, the linen may 


be put down the chute 

4. Use small containers for linens 
whenever possible. The smaller a 
the quicker it 


linen container can be 
filled so that it can be 


will be cl sed 
this source of ai 


and the | 


Once it is closed 
borne bacteria is sealed ag 
or hamper can be transported safels 
through the hospital corridors. If large 
linen hampers must be used, some pro 


should be 


them as they are pushed through the 


vision made for covering 


hospital corridors. Large hampers 


have the additional disadvantage that 


thev cannot be wheeled directly into 


nurse s 


the rooms and necessitate the 
bed 


to the corridor 


irms out 


This prov ide San addi 


carrving linens in het 
tional opportunity for the bacteria t 
be placed into circulation 

5. Provide a clean area for sorting 
linens. It has been found that the bac 
teria count in the average sorting room 
of a hospital laundry is often alarm 
ingly high Steps should be taken to 
see that 


down with a germicide every day. Its 


this room can be scrubbed 


pe rsonnel should be required to have 


periodic examinations, to 


physical 


wear clean uniforms everv day. and 


to re port any ope mn sores or respiratory 


tilments. Some hospitals follow the 


practice ot having the sorters wea 


i 


masks, gowns and rubber gloves when 


handling linens that come from areas 
known contamination 

6. Eliminate sorting wherever pos- 
sible. Many hospitals do not sort lin 


ens from contaminated areas or from 


the nursery operating rooms deliver 


and perhaps dietarv linens 


rooms 
These are identified through the use 
1 coded laundry bags, which the wash 


kee P 
Ing his hands protected by the Hap ot 


man may simply open carefull 


the bag and dump directly into the 
The bags sh 
with the load 


shers uld he washe 


shak- 


ing out by the sorting staff. It is in 


7. Eliminate all unnecessary 


portant that the line ns continue to be 


is possible ind this 


igitated as litth | 
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LL. floor-cleaning with a 


COMBINATION SCRUBBER-VAC! 


Wherever combination-machine-scrubbing is the practical solution 





to the floor-cleaning problem, any lesser, slower method is wasteful 





of money and manpower. A Combination Scrubber-V ac applies the 
cleanser, scrubs, flushes if required, and picks up (damp-dries the 
floor)—all in one operation! Maintenance men like the convenience 
of working with this single unit the thoroughness with which it 
cleans and the features that make the machine simple to operate 
It's self-propelled, and has a positive clutch. There are no switches 
to set for fast or slow — slight pressure of the hand on clutch lever 
adjusts speed to desired rate. The powerful vac performs quietly 
Cable reel is self-winding. Finnell’s 213P Scrubber-Vac at lett, an 
electric unit for heavy duty scrubbing of large-area floors, has a 
26-inch brush spread. Cleans up to 8,750 sq. ft. per hour (and more 
in some cases), depending upon condition of the floors, congestion, 


et cetera. (The machine can be leased or purchased.) 


Finnell makes Scrubber-Vac Machines in a full range 
of sizes, and in battery-, gasoline-, and propane 
powered as well as electric models. From this com 
plete line, you can choose the size and model that's 
exactly right for your job (no need to over-buy or 
under-buy). It's also good to know that a Finnell 
Floor Specialist and Engineer is nearby w help 
train your maintenance operators in the proper use 
of the machine to recommend cleaning sched 
ules for most effectual care and to make periodic 
check-ups. For demonstration, consultation, or litera- 
ture, phone or write nearest Finnell Branch or 
Finnell System, Inc., 1409 East Street, Elkhart, 
Indiana. Branch Offices in all principal cities of the 
United States and Canada 


Powder Dispenser 
ond Level Cable Wind 


Gre accessories) 


FINNELL SYSTEM, INC. 
Originators of Power Scrubbing and Polishing Machines 
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Experiments Show Influence of Souring Upon Bacteria 


Acetic 
Acid 


Initial count (flush) 1,602,100 
Number of loads tested 6 
Average pH of sour 4.8 
Count after 5 minute sour 332 
Count after 10 minute sour 54 


includes the sorting by an unneces 
sarv amount of agitation and throwing 
of the linens. Not only does this tend 
to spread the bacteria to uncontami 
nated linens and endanger the health 
of the sorter but also it can cause bac 
teria to ride up on the ensuing ai 
currents back into the chutes that are 
connected with the entire hospital 

It has been found through exper! 
ments conducted by the American In 
stitute of Laundering that high tem 
peratures emploved in the washing 
and finishing of linens are very effec 
The 


bleach used on white loads is a power 


tive in killing bacteria on them 


ful disinfectant 

In the laundering of those fabrics 
where high temperatures cannot be 
used, it has been found that souring 
is an effective germ killer 

Experiments have proved that the 
pressing and tumbler drving tempera 
tures used in present-day laundry 
equipment are extremely valuable for 
destroying bacteria 

1. At 100 pounds steam pressure a 


surface temperature of 338° F. is ob- 


Sodium 
Silico- 
fluoride 


130,500 


Sodium 
Acid 
Fluoride 
1,657,444 
6 24 
4.6 4.7 
371 539 
66 15 


tained. One minute's pressing at this 
temperature on a laundry press pro 
duces sterile results. A 30 second pas 
sage through a two-cylinder (36 inch 
diameter) ironer and a 45 second run 
through a six-roll chest type of ironet 
the test 


Che initial bacteria count of 


destroyed all bacteria on 
sample 
the test samples, prior to pressing 
ranged from 3205 to 4095 per square 
inch. All samples were sterile after 
pressing 

2. A 25 minute drying in a tumbler 


heated to ISO F 


samples 


produc ed sterile test 


Therefore, we can safely assume 


that linens which have been processed 
according to recommended methods 
with standard equipment operated at 
100 pounds pressure and other recom 
mended temperatures will be sterile 
Chis means that they are now neutral 
being neither a carrier nor a barriet 
for airborne staphylococci 

If additional 


are desired by the hospital laundry 


sterility precautions 


manager, linens may receive a pre 


treatment with a phenolic solution 


Bactericidal Efficiency of a Commercial Laundry White Formula 


Bath 
Flush 
Ist Suds 
2d Suds 
3d Suds 
4th Suds 


Supplies Used 


Soap and alkali 
Soap and alkali 
Soap and alkali 
Soap and alkali plus 
sodium hypochlorite 


Ist Rinse 

2d Rinse 

3d Rinse 

4th Rinse 

Sour and blue sodium acid fluoride 


Average 

Bacterial 
Time in Count 
Temperature Minutes per cc 
110 F 5 200,428 
125 F 10 94,314 
135 F 10 42,518 
140 F 10 8,382 
165 - 15 5 


165 1 
165 0.5 
165 0.4 
165 0.2 

Sterile 


Initial count (flush) 
Number of loads tested 6 18 5 
Average pH of sour 

Count after 5 minute sour 
Count after 10 minute sour 68 73 


Ammonium Ammonium 
Silico- Acid 
fluoride Fluoride 

1,703,100 754,783 


Oxalic 

Acid 
1,116,500 
49 5.2 


304 14 
Sterile 


4.4 
639 


such as cresol or carbolic acid. The 
washer should have 2 to 3 inches of 
water in it with & to 1 gallon of the 
disinfectant at 2 to | per cent solution 


The 


washer should be agitated a few times 


per hundred gallons of water 


to wet out the load and then allowed 
to remain soaking for 15 minutes. The 
water may then be raised to normal 
level and the washing cycle may pro 
ceed is usual 

Many hospitals faced with a serious 
situation wish to go a step further and 


make their Nat 
this treatment will add to the 


linens bacteriostatic 
urally 
cost of laundering and should be dis 
cussed with management so that this 
idditional expense will be understood 
is a part of the specialized battle 
igainst staph 

Chis 


tested and proved effective to make 


terminal treatment has been 


linens bacteriostatic. It consists of the 
iddition of 


compound to 


a quaternary ammonium 
the 


during the last rinse at a level of 2 to 


lukewarm water 
3 inches, in a 5 to 10 minute opera 
tion 

Tests indicate that 3 or 4 ounces (of 
90 per cent active quaternary) pet 
hundred pounds of linen is necessary 
to obtain satisfactory -esults with this 
compound. To date there has been no 
evidence that it could cause diaper 
rashes, bed sores, or other skin irrita 
thons 

The cost of this particular precau 
tion at the quantity suggested comes 
to approximately 16 cents per hun 
dred pounds of linen. This may be ex 
pensive for some laundry operations 
ind certain hospitals use it only for 
blankets and 


cal operating 


uniforms, and obstetri 


room, and nursery 


linens 
Another 
used frequently is an oil treatment 
Chis coats the fibers of 
blankets with oil to keep dust and ba 


teria from blowing about and circu 


terminal treatment that is 


linens and 
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for new ways to prevent cross inf 





“TAM 1IODINE” 
ED 10 ® 


WESCODYNE 


DETERGENT-GERMICIDE 


RADICALLY DIFFERENT TECHNIQUE 


It’s the new wet vacuum pick-up technique with fast, uation and success. We would be pleased to sen 
nonselective WESCODYNE. In two quick steps the bacterial data and more information on WESCODYNE and 
population on floors is reduced to extreme lows. First vacuum pick-up technique. Too, it might be 

floors are flooded with wescopyNe. Second: the solution for you to ask about our Kent Microstat We 

is removed with a wet vacuum pick-up Pick-up. West is the only nationwide concern distri 
uting this new vacuum cleaner. Just call your local West 
office. Or send the coupon below to our Long Island City 
headquarters, Dept. 25. 


WESCODYNE is a perfect match for this new way to prevent 
cross infection. Its advantages are extraordinary. Labor 
Saving detergent action. Wide range biocidal activity 
that destroys spores, viruses, bacteria, fungi, molds, yeasts, - : 
, ~ ~ Send information on WESCODYNE and the wet \ 
as well as illusive Staphylococci. Greater germicidal ac- tect 

echnique 
tion than synthetic phenolics, quaternaries and other types — 
of germicides. Nonirritating. Nontoxic. And a low, low 


cost of less than 2¢ a gallon at use dilution 


Have a representative call 


WESCODYNE is the first “tamed iodine” hospital detergent- 
germicide. It has an unmatched history of scientific eval- 


FOR PROTECTIVE SANITA 


AND PREVENTIVE MAINTENANCE L \ f \ { CANADA, 5621.23 


WEST DISINFECTING DIVISION 


PROGRAMS AND SPECIALTIES Cd - CA NEST CHEM 
sine aia 
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Pi } S up even 
a u hispe r! 


“PRIVATE 
NURSE” 


CARE... 
without increasing 
staff! 


That's the kind of service Auth 
VOKALCALL makes possible. This 
fine audio-visual nurses’ call system 
provides instant two-way voice 
communication between patient and 
nurse, It is so sensitive it even picks 
up whispers. 


With VOKALCALL the nurse can an- 
swer calls and talk directly to patients 
without leaving her station; she can 
cancel all signals and ‘“‘listen in’’ to 
each room from her location. The 
Auth VOKALCALL helps her take care 
of more patients, saves her foot- 
steps, and improves her morale 


Insist upon Auth VOKALCALL for your 
hospital. Visual (only) nurses’ call 
systems also available. 
\ 

~\ 
For more information on 
Auth Electrical Signaling 
Systems for hospitals 
mail coupon now! 


AUTH ' 
ELECTRIC COMPANY, INC. ' 


Dept. M-9 34-20 45th Sr. 

long Island City 1, N. Y 

Please send booklet on nurses’ call systems 
Audio-Visual (VOKALCALL) 


Visual Only (without voice) 


Business 
Address 
City State 


lating to other patients. This is applied 
in the last rinse, in amounts varying 
from 4 ounces to 2 pounds per hun 
dred pounds dry weight of linens, de 
pending on the supplies used 

This oil treatment is said to make 
fabrics softer, and leaves no greasy 
feeling. Some suppliers recommend 
the addition of a bactericide with the 
oil for greater protection. 

After the linen has been laundered, 
and thus made safe for use again, it 
should be placed in a clean hamper, 
or hamper with a clean lining, and 
transported from the laundry in such 
a way that it need not cross the path 
of soiled linen at any point. This pre- 
caution should be followed in the en- 
tire transportation of the linen back to 
the patient area Also, the clean linen 
should be covered so that it will not 
come in contact with any airborne 
bacteria when transported through 
halls 

The hospital that uses the system of 
roll-in other 
storing devices that may be returned 
to the laundry department has a great 
advantage at this point. This is be- 


linen shelves or linen 


cause the clean linen may be placed 
on shelves that have been scrubbed 
with antiseptics while they were in 
the laundry department. Linens then 
will be in clean surroundings until 
they are placed in use. Hospitals using 
take 
these are 
scrubbed down regularly. Where it is 
necessary to replenish a partly filled 
closet, care should be taken to put the 
older linen on top of the stack so that 
it will be used first, thereby preserving 
its sterile condition as much as possi 
ble. Naturally, the longer the linen 
must remain in a linen closet, the more 


stationarv linen closets should 


precautions to see that 


likely it is to become contaminated 

In a study of the part hospital linen 
may play in the spread of staphylococ 
cus it has been found that blankets 
are probably the greatest offenders 
his is because it is usual practice in 
many hospitals to keep blankets in a 
common storage area and issue them 
when needed, to the patient. Even 
blankets that are assigned to a partic- 
ular room and stored there in a dresser 
may be used by several patients until 
thev become soiled 

Blankets should be laundered regu 
larly, after each patient's use if poss 
ble. The soft napped surface of a 
blanket is an ideal resting spot and 
breeding ground for staphylococcus 


germs. When these blankets are 


ficient transmitters of the infection 
Probably the most efficient step that 
a laundry department could take in 
combating staphylococcus would be a 
new policy for blanket use and laun 
dering 

It is recommended that a blanket 
be assigned to each patient either 
automatically to his bed, or once it 
was issued to him it should be retained 
by him until his discharge. This would 
guard against the danger of placing 
freshly laundered blankets in the same 
linen closet with those that had been 
in circulation and perhaps contami 
nated by previous use 

One hospital has been quite su 
cessful in its handling of blankets by 
sealing the freshly laundered blanket 
in plastic before it is returned to the 
room. Then, if the weather or the con 
dition of the patient does not indi 
cate the use of the blanket, it can 
safely remain, sealed, in the room 
until it is needed by a subsequent o« 
cupant his particular hospital cap 
italized on its special handling of 
blankets by imprinting the polvethy! 
ene bag with the information that 
“This blanket has been freshly laun 
dered and sterilized for your personal 
use.” This has brought much favor- 
able comment 

In the laundry department the reg- 
ular recommended methods of laun 
dering blankets may be followed as 
usual. Dr. H 


ple University Hospital indicated in 


ravlor Caswell of Tem 


speaking on combating staphyloco 
cus that regular wool washing prox 
esses will wash out enough of the 
contamination so that there is littl 
danger of infection to the next pa 
tient 

However, if additional precautions 
are desired by the laundry manager 
the blankets may 
treatment as has been described for 
with the 


receive the sam 
linens, pretreatment to 
render them sterile, the oil treatment 
to halt the spread of bacteria, and the 
quaternary terminal treatment t 
make them bacteriostatic 

It is important that pillows also be 
atter 


effec tive har 


laundered regularl, each pa 


tient’s use. Thev are 
borers of staphylococci and must re 
ceive special ittention if its spread 1s 
to be halted. If patients do not object 
pillows may be kept in plastic covers 
that can be wiped down with an anti 
septic after eac h patient's use. Pillows 
should be 
laundry department in a regular blan 
ket formula and dried by tumbling. 


laundered in nets in the 


' 
' 
' 
' 
' 
' 
' 
' 
Name ' 
' 
' 
' 
' 
' 
' 
! 


moved from bed to bed, they are ef 
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Fresno Community Hospital— 


Architect: Alastair Simpson, AIA 


Hardware: Childs & Co., Fresno 
Don Cooper, AHC 


Sc 
DOOR CLOS 


PainsTAkINe attention to the requirements of the staff 
and the well-being of the patients has made the 200-bed Fresno 
Community Hospital a showplace of its field. 


Such refinements as wall-to-wall carpeting in public rooms and 
corridors; television, radio and telephone for each room; oxygen piping 
into each room and individual air-conditioning control for each room 
add to the efficiency and comfort of this modern hospital. Throughout the 
hospital, Schlage Locks and Door Closers were specified. Schlage 

Locks provide corrosion-resistant stainless-steel trim to resist strong 
cleaning solutions. The Schlage Door Closers are designed 

to give trouble-free convenience for many years 

Schlage has a complete line of locks with features engineered for 
hospitals. Schlage designs fit the structural and artistic requirement of 
your hospital specifications. Schlage Lock Company... 

San Francisco... New York ...Vancouver, B.C. 


Vol. 93, No. 3, September 1959 


OR ee a ee 


Th oe se ee ee 


or—nnenkenll 


KNOB DESIGN: Plymouth 
CHASSIS: Heavy-duty stainless steel 


AMERICA'S MOST 
DISTINGUISHED LOCK BRAND 


a 
| SCHtage | 
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First from American 





New ideas, 
new products | 
or 


housekeeping... 


through one service expert! 


American representatives understand housekeeping 

needs. They offer valuable experience and expert counsel in 

every hospital area... and the widest, most complete selec- 

tion of products and services in the field. You can rely on 

A , * rw anes ; Cecil E. Cantrill 
Ame rican sre putation or qua ity ane or prompt, ¢ epend- of Orinda, California 
able delivery. Your man from American is dedicated to American Representative 


your hospital’s best interests . . . call him with confidence. in our San Francisco Region 
, sl 


The First Name 
in Hospital Supplies 


2020 RIDGE AVE., EVANSTON, ILLINOIS Regional Offices: Atlanta « Chicago - Columbus 

















Hospital Supp! 


Dallas « Kansas City « Los Angeles « Minneapolis » New York » San Francisco+ Washington % 





HOUSEKEEPING 





Manual of Standard Cleaning Methods: 


Save the Surface With Proper Cleaning 


This section of the manual of cleaning methods, developed 
by the director of housekeeping services of Alameda County 
Medical Institutions, covers the procedures and equipment 
used to clean furniture, walls and ceilings, windows, shades 


and blinds, and leather, wood, metal, tile and painted areas 


Mildred F. O'Donnell 


4. Wring cloth dry and wipe 
5. With clean water and clean cloth, rinse and wip 
CLEANING MATERIAL 6. Use a cloth to which % oz. of water emulsion " i 
Disinfectant and water. aan adel 
TOOLS AND EQUIPMENT le . , 
Several cleaning cloths. : . Apply thin coat to the surface. Permit wax to dry for 
+ hour 
g or dail 5 Polish Ww ith ac le an ¢ loth 
METHOD 9. When removing stains with scouring pads, rins¢ 
afterwards and then apply a thin coating of wax over area 


1. Wring cloth out of disinfectant and water as dry as 


possible. 
Go over all surfaces of the furniture with the mois- Furniture and Files, Metal 


Furniture in Offices 


tened cloth 
3. Do not cover more than | square foot of surtace at a 


CLEANING MATERIAL 
Liquid detergent 2 oz. gal. water with « 
Disinfectant is combined with detergent 

fold it and turn it so that TOOLS AND EQUIPMENT 


l Several cleaning cloths 


lisin 


time 
4. As the cloth becomes dirty 
a clean portion of cloth is contacting the furniture surface 
5. With a fresh cleaning cloth, polish with the grain of 


> 


2. One pail 
FREQUENCY 
Dust daily. Wash once a month 
Furniture — Composition Tops, Counters, Desks METHOD 
CLEANING MATERIAL . aw with cleaning cloth 
ash with liquid detergent solution 


|. Liquid detergent 2 oz./gal. water with disinfec- es 
tant. (Disinfectant is combined with detergent 
) a . 
Water emulsion wax. Garbage Cans 


TOOLS AND EQUIPMENT 
1. Several cleaning cloths 
2. One pail 


the wood. 


with clean cloth 


CLEANING MATERIAL 


l lrisodium phosphate or commercial equip! 
2 Liquid detergent 


FREQUENCY 
TOOLS AND EQUIPMENT 


Damp dust daily. Clean daily if ink spots or stains, using 
scouring pads ] Long handled brush 
’ 2. Steam hose 


METHOD 
1. Damp dust with cleaning cloth —* 
Jaily 


2. Dip cloth in cleaning solution and wring out the ex- 
METHOD 


cess. : 
l rrash cans taken to incinerator 


3. Clean the entire area 
> Wash 1 


2 with trisodium phos; 


Mrs. O'Donnell is direct t h & services t equivalent and liquid de tergent in 
Medical Institutions, Oakland f This os t sec 1 art t . 
series and con ludes the s ‘ faces . ‘ ) Hose with steam h Se 
ing Equipment, the Index 
movers will be published in s 
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ratories showing remarkable eflectiveness 
of Staph-Trole in destroying specific types 
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of revolutionary new antiseptic-cleaner 
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Wet-Dry Vacuums 
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t Finishes & Cleaners 
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4. If steam does not clean properly use long handled 
brush and trisodium phosphate. 
5. Return cans to proper place 


Lavatories — Bowls, Seats and Urinals 
CLEANING MATERIAL 
) 


1. Liquid detergent — 2 oz./ gal 
ant. (Disinfectant is combined with detergent.) 
2. Powdered cleaner 


TOOLS AND EQUIPMENT 
1. Bowl brush 


2. Several cleaning cloths 


water with disinfect- 


3. Rubber gloves 
FREQUENCY 

Daily. 
METHOD 

1. Always wear rubber gloves 

2. Wipe the top and bottom of seat with cloth wrung 
out of liquid solution 

3. Clean the outside and base with same cloth 

4. Wipe seat with clean cloth 

5. Sprinkle powdered cleanser inside bowl, being sure 
to clean under rim 

6. Flush toilet 


Lavatories — Partitions and Walls 
CLEANING MATERIAL 


1. Ammonia 


2. Liquid detergent 2 oz. gal 


water with disinfect- 
ant. (Disinfectant is combined with detergent 
TOOLS AND EQUIPMENT 
l. Pail 
2. Several cleaning cloths 
FREQUENCY 
Daily 
METHOD A (hard surface, tiie, marble and metal) 
1. Make up solution of water and 1 oz. ammonia 
2. Wipe partitions, inner part of doors and walls with 
cloth wrung out of solution 
3. Use dampened powdered cleanser for stubborn spots 
4. Rinse. 
5 Wipe with clean cloth 
METHOD B (painted surface) 
|. Make up solution of liquid detergent 


Wash partitions and walls up to dado line 


) 
3. Rinse and wipe dry with a clean cloth 


Leather 


CLEANING MATERIAL 
Saddle soap or Neet’s foot oil 
TOOLS AND EQUIPMENT 
Several cleaning cloths 


FREQUENCY 


Every three months. Consult supervisor or schedule for 
specific date of cleaning 
METHOD 

1. Rub soap on damp cloth; apply Neet’s foot oil to 
dry cloth 

2. Rub then 
about 4 inches by 4 inches 


vertically, horizontally. Cover areas of 


3. Wipe off saddle soap with clean cloth, which is 
barely damp; wipe off Neet’s foot oil with a clean, dry 
cloth 

{. When the area is cleaned polish thoroughly with a 


drv, clean cloth 
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Leather, Imitation 
CLEANING MATERIAL 


Liquid detergent — 2 oz./gal 
( Disinfectant is combined with detergent 


TOOLS AND EQUIPMENT 
1. Several « leaning cloths 
> 


2. Sponge 


water with disinfectant 


3. Two pails 
FREQUENCY 

As soil indicates 
METHOD 

1. Prepare liquid detergent solution 

2. Wet a clean cloth with the cleaning solution and 
wring out the excess 

3. Wash the surface 

4. Rinse and wipe off with a sponge. Use clean water 
tor rinsing 

5. Drv with a clean cloth 

6. Rub with a cloth until a high luster has been ob 


tained 
Light Fixtures, Dusting 


CLEANING MATERIAL 
None. 
TOOLS AND EQUIPMENT 
l. Stepladder 
2. Several cleaning cloths 
FREQUENCY 
Once a month overhead 
Daily overbed light fixtures 
METHOD 


i. Dust the light fixtures with a drv, clean clot! 


Light Fixtures, Cleaning 
CLEANING MATERIAL 


Liquid detergent 2 oz. gal. water with disinfectant 
Disinfectant is combined with detergent 
TOOLS AND EQUIPMENT 
1. Several cleaning cloths 
2. Two pails 
3. Sponge 
4 Stepladder 
FREQUENCY 
Monthly 
date of cleaning 
METHOD 
l 


Remove the light fixture 


( onsult schedule tor speci 


supervisor or 


2. Prepare the liquid detergent solution 
3 Dip cloth into cleaning solution and wring out 
COSS 
Wash the light fixture 
Rinse the cloth and wipe light fixture 
Rinse and wipe dry 
With a dry cloth, dry the fixture complete) 
Replace the light fixture 


NOTE: For fiber glass fixtures wipe with a cloth wrung 


out of clear water. Absolutely no detergent 


Lockers —— Wood and Painted Metal, Dusting 


CLEANING MATERIAL 
None 


TOOLS AND EQUIPMENT 
Dust mop — 24 inc h 


FREQUENCY 
Daily 


Continued on Page 140 
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The colored material floating on top 
of the scrub water in the jar is actual 
floor tile, ground off by a too-abra- 
sive, nationally distributed, synthetic 
floor pad of recommended grade 


This jar contains scrubbings from an 
identical area, for an identical scrub 
bing time. There is no solid flooring 
material. A Brillo #3 pad was used 
here. (The recommended grade. ) 


Reproduction of actual photograph 


Are your floors being washed down the drain? 
Here’s what comparison tests prove about floor pads 


Vo! 


The purpose of a floor scouring pad for use with a 
floor maintenance machine is to remove the traffic 
grime, old wax and stains from the floor. Unfortunately, 
some of the widely advertised, synthetic floor pads now 
being sold are so abrasive that they remove the floor 


surface, too as these tests prove: 


The test set-up: Two identical areas of asphalt tile 
floor 
Cal h 

AREA |! scrubbed with the recommended grade 
of a nationally advertised synthetic scrubbing pad 


AREA 2 scrubbed with the recommended grade 
of Brillo metal fiber Floor Pad. 


ire scrubbed with plain water for five minutes 
The Same floor mac hine 1S used tor each area 


Procedure: After scrubbing, all of the water and free 
solid matter is collected from each area and deposited 
in identical glass beakers (see photo) 


Results: The first beaker, on left in photo, shows the 
wash water settled in the lower part of jar. The colored 
matter floating on top is actual flooring, ground from the 


tiles by the severe abrasive action of the synthe tu pad 

The second beaker contains the material from the 
f the floor cle ate d with the Brillo I low T Pad It 
with dirt settled to the 
¥ actual tile material is 


section ¢ 
contains only the wash water 
bottom. The 
barely sufficient to tint the water 


minute amount ¢ 


Conclusions: The floor pad used on area #1 is far 
too abrasive for floor cleaning use Its repe ited use will 


cause serious floor damage 


Brillo Floor Pads remove dirt and grime 
for any floor surface 
Please bear in mind 
that Brillo Floor 
Pads have a con 
tinuous record for 
over 20 years of 
safe, efficient, 
economical floor 
maintenance 
Investigate before 
you buy! 


BRILLO’ Floor Pads 


The safe way to beautiful floors 


93, No. 3, September 1959 


BRILLO MANUFACTURING CO., INC., Brooklyn 1, N. Y. 


For additional information, 
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METHOD 


Dust lockers with dust mop. 
Lockers — Wood or Painted Metal, Cleaning 


CLEANING MATERIAL 
Liquid detergent — 2 oz 
( Disinfectant is combined with detergent 
TOOLS AND EQUIPMENT 
1. Several cleaning cloths 
2. Pail. 
FREQUENCY 
Once a month. 


METHOD 


1. Clean surface with solution of detergent and water. 


gal. water with disinfectant 


2. Dry with clean cloth 
Metal — Stainless Steel 
CLEANING MATERIAL 
> 


1. Liquid detergent 2 oz./gal 
ant. (Disinfectant is combined with detergent.) 

2. Powdered or cake scouring cleanser 
TOOLS AND EQUIPMENT 

Several cleaning cloths 
FREQUENCY 

Name plates, doorknobs, doorplates, counters and in- 
side elevators are to be cleaned and polished every day 
METHOD 

1. Prepare liquid detergent solution 

Dip cloth in solution and wring out excess 


water with disinfect- 


Rub until metal is clean 
Polish with a damp cleaning cloth 
For final polish use a dry cleaning cloth 


On stubborn spots use moistened scouring powder 


All Metal Surfaces Other Than Stainless 


CLEANING MATERIAL 
Metal polish 
TOOLS AND EQUIPMENT 
1. Several cleaning cloths 
2. Rubber gloves 
FREQUENCY 
Once a week or as needed 
METHOD 
|. Apply metal polish on clean, dry cloth 
2. Rub until metal is clean 
3. Polish with a dry, clean cloth 


Rugs 
CLEANING MATERIAL 


Rug cleaner 


TOOLS AND EQUIPMENT 


1. Shampoo machine with shampoo brush 

2. Wet pick-up vacuum 
FREQUENCY 

Vacuum daily. Shampoo once a year. Consult super 
visor or schedule for specific date of cleaning 
METHOD 

1. Vacuum clean the rug 

2. Fill the tank of the shampoo machine with rug 
cleaner. 

3. Shampoo the rug, vacuuming immediately behind the 
shampoo machine. Care should be taken that only the 
surface of the rug is wet and the body remains drv 

4. Vacuum the rug again to remove excess moisture 


5. Permit the rug to dry 
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Sand Urns 
CLEANING MATERIAL 


Liquid detergent 2 oz./gal with disinfectant 


wate: 
( Disinfectant is combined with detergent 
TOOLS AND EQUIPMENT 

l. Sieve 

2. Pail 

3. Cloths 

4. Steel wool or scouring pads 
FREQUENCY 

Daily. 
METHOD 


1. Sift cigaret butts out of sand, using sieve 


2 Wipe rim and base with cloth wrung out of cleaning 


solution 
3. If no sand is used wash containers with solutie: 


and fine steel wool or scouring pads ind wipe dry 
NOTE: Wipe base and rubber mat under urn 
Sinks and Wash Basins 
CLEANING MATERIAL 


Powdered cleanser 
TOOLS AND EQUIPMENT 
1. Several cleaning cloths 
2. Sponge 
FREQUENCY 
Sinks and wash basins are to be cl 
twice daily in public restrooms 
METHOD 
1. Wet cloth and use powdered cl ins 


, 


Rinse with sponge and cl 


3. Clean metal attachments 
cloth othe rwisé 


with powde ras they dri 
Window Shades 
CLEANING MATERIAL 


l Liquid detergent 2 oz./gal 
infectant Disinfectant is c 
2. Kerosene 
TOOLS AND EQUIPMENT 


l [wo pails 


wipe dry with dry 


ymbine d 


2. Two sponges 
3. Clean cloths 

1. Blanket 
FREQUENCY 

As needed 
METHOD 

1. Make a solution 
lon of warm water 

2. Spread shade full length on blanket 


tel 


of 2 oz. liquid « 


3. Wash shade crosswise one for 
1. Rinse 


5 Take 


stubborn dirt off wit! 


6. Drv and roll as finished 


Turn shade ind continue washir 


NOTE: See 
and that there are no 


that springs W rk slat tl 


tears Replace cord 
Venetian Blinds, Dusting 
CLEANING MATERIAL 


None 


TOOLS AND EQUIPMENT 
| Several cl ining cloths 


9 Stepladder ontinued i Pag 


The MODERN HOSPITAL 





FOR YOUR PROTECTION 


in plastic as in glass 


DEKNATEL 
TRANSPARENT 
dohith PLASTIC PAK 
CARDIO’, IS STORED 


$743? IN COLORED 
SOLUTION 





*...it is desirable to color the solution with a dye so 
that if the solution is aspirated into an ampoule, the 
discoloration will signal the fact that the contents 


are unsuitable for use.’’* 


All Deknatel Plastic Paks are stored 
in formaldehyde with fluorescein 
dye added—the direct visual assur- 
ance of sterility upon which you 


have relied with glass tubes. 


* Carl W. Walter, MI Aseptic Treatment of Wounds” (New York: T 


of Readi-Cut Silk, Surgical Gut, 
1 Gut in the Deknatel Plasti Pak, 


J. A. DEKNATEL & SON INC. 


96-39 222 STREET, QUEENS VILLAGE 29, NEW YORK 


r 1959 For additional information, use postcard facing Cover 3. 
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FREQUENCY 
Weekly. 
METHOD 
1. Lower venetian blind 
2. Place the slats at a horizontal position and dust 
3. Clean tape with whisk broom. 
4. With cleaning cloth dust the window frame and ad- 


joining area. 
Venetian Blinds, Cleaning (on windows) 
CLEANING MATERIAL 
1. Liquid detergent — 2 oz./gal. water with disinfect- 
ant. (Disinfectant is combined with detergent. ) 


2. Water emulsion wax. 


TOOLS AND EQUIPMENT 
1. Several cleaning cloths 
['wo pails 


Stepladder 
5. Whisk broom 
FREQUENCY 


As indicated on routine work sheet 


METHOD 


1. With a cleaning cloth dust the window frame and 


2 
3. Sponge. 
i 


adjoining area 
2. Place the slats at a horizontal position and dust 

3. Clean tapes with a stiff bristle brush 

1. Prepare tlie liquid detergent solution 

5. Holding one slat at a time, wash the venetian blind 
with a wet cloth and solution 

6. Rinse with clean water, in which one-half cup of 


wax has been added 
CAUTION: Be careful not to wet the tape 


Walls and Ceilings, Dusting (includes walls, 
painted and plaster; ceilings, plaster and 
acoustical) 


CLEANING MATERIAL 
None 
TOOLS AND EQUIPMENT 
20 inch duster with 6 foot handle 
FREQUENCY 
Weekly 
METHOD 
1. Dust from the bottom of the wall up, giving special 


attention to high molding and pipes. This prevents 
spreading of dust 
2. Cobwebs are to be removed with an upward lifting 


stroke to avoid streaking the wall 


NOTE: Flannel bags made of discarded blankets can 


be used over mop heads 
Walls and Ceilings, Cleaning, Hand Washing 
CLEANING MATERIAL 


2 oz. of liquid detergent and % oz. of trisodium phos- 
phate (or commercial equivalent) to one gal. of warm 
water 
TOOLS AND EQUIPMENT 

1. Stepladder or scaffold 

Iwo pails 


['wo sponges or turkish towels (discarded 


) 

3 

4. Oblong mop and extension pole 
5 


Fine steel wool 


3. Dropeloths 
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FREQUENCY 

Once a year or as indicated by supervisor 
METHOD 

1. Dust from the bottom of the wall to the top, giving 
special attention to high molding and pipes 

2. Cobwebs are to be removed with an upward lifting 
stroke to avoid streaking the wall 

3. Prepare cleaning solution 

4. Dip sponge or turkish towel in cleaning solution and 
wring out excess 

5. Begin at bottom and work up. Rub back and forth 
in straight lines an area no longer than 3 ft. by 3 ft 

6. Dirt that is difficult to remove with the wet sponge 
or towel can be removed with very fine steel wool, being 
careful not to apply too much pressure 

7. Wring the sponge dry and remove excess solution 

8. With a second sponge and clean water, rinse, using 
an up and down or side to side motion 

9. Cleaning is more effective if wash and rinse waters 


are changed frequently. This is a must 


CAUTION: Use working 


dropcloths on floor while 


Walls and Ceilings, Machine Washing 
CLEANING MATERIAL 


2 oz. of liquid detergent and % oz. of trisodium phos 
1 tank of 


phate (or commercial equivalent dissolved in 


warm water 
TOOLS AND EQUIPMENT 

1. Scaffold 

2. Two-tank wall washing machine 

3. Two trowels 

4. Several turkish 
chine 

5. Six ft. handle and long, dry mop head 
FREQUENCY 

As indicated by SC hedule or supervisor 
METHOD 

1. Dust walls 

2. Set up scaffold 

3 Fill one 
with clear water 

4. Fold and clamp turkish towels and trowels 

5. Pump tanks up to 35 Ibs pressure 

6. With detergent 


square 


towels made especially for 


tank with wall washing solution 


trowel wash a section about 4 ft 


Rinse with clear water trowel 


8. Turn towels. As they become soiled replace with 


clean towel. Average daily number needed is 12 to 15 


CAUTION: Use drop loths on floor while workit g 
Glazed Wall Tile, Washing (bathrooms, utility 
rooms, public lavatories) 


CLEANING MATERIAL 

Plain water with 1 oz. ammonia 
TOOLS AND EQUIPMENT 

1. One small pail 

2. Cleaning cloths 
FREQUENCY 

Once a week 
METHOD 

1. Make up solution 

2. Wipe tile with cloth wrung out of solution 

3 W ipe with drv cloth 


of water and ammonia 


NOTE: If stubborn soil, use small amount of powde re 
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WHY SETTLE FOR LESS THAN THE 
CLEANING THOROUGHNESS OF SPAL CONCENTRATE 


Many floors, when they're scrubbed, ea 
look clean. But that’s all. When y 
use Spal Concentrate soapless deter 
1 know the surface will be 
ean. Spal cuts through soil fast but tergents tested } ife for 
the surface. Soil is attacked Sp can be us¢ n all type ee if representative 
ally as well as mechanically flooring and on any surface unharmed Behind the Huntington Dr 
Cee | The soil, remaining in suspension, is by water alone, including w ur full deta 


| 
— - onan 
few | Where research leads to better products Z i 


ITINGTON 


Za”, 


HUNTINGTON @MP LABORATORIES © HUNTINGTON, INDIANA « Philadelphia 35 Pennsylvania = fn Cane 





cleanser, rinse and wipe dry. Do not use soap on glazed 


tile as it causes it to streak. 


Windows 
CLEANING MATERIAL 


Water with 1 oz. of ammonia 
TOOLS AND EQUIPMENT 

l. Two pails. 

2. Sponge 

3. Absorbent lint free cloths 

1. Window squeegee 

5. Counter brush 
FREQUENCY 

To be cleaned as scheduled 
METHOD 

1. Brush screen 

2. Wipe loose dirt from windows and frames with dry 
cloth 

3. Prepare cleaning solution 

4. Wash windows and frames with sponge or cleaning 
cloth, using cleaning solution 

5. Use squeegee. 

6. Remove excess water with cloths 


7. Wipe squeegee clean 


Woodwork — Painted 
CLEANING MATERIAL 


Liquid detergent 2 oz./gal. water with disinfectant 
( Disinfectant is combined with detergent. ) 


TOOLS AND EQUIPMENT 
1. Several cleaning cloths 


DRY HANDS IN EVERY CASE OF 


MARATHON PAPER TOWELS 


Simple arithmetic—we know that one towel will do the 
job every time. Marathon towels, in a variety of sizes, are 
strong—wet or dry—and instantly absorbent. You get the 


2. Two pails. 

3. Sponge 
FREQUENCY 

Monthly. Consult supervisor or schedule for specific 
date of cleaning 
METHOD 


l. Prepare the cleaning solution 
2. Dip cloth into cleaning solution and wring out the 
excess 

3. Clean only a small area at a time 

4. With sponge and clean rinse water, rinse, using an 
up and down or side to side motion 

5. Rinse again and wipe dry with a cloth 

6. Cleaning is more effective if wash and rinse waters 


are changed frequently 


Woodwork, Finished (includes wainscoting, doors, 
partitions, paneling) 


CLEANING MATERIAL 

Liquid furniture polish 
TOOLS AND EQUIPMENT 

Several flannel cloths 
FREQUENCY 

Dust daily. Polish monthly 
schedule for specific date of cleaning 
METHOD 

1. Dust with cleaning cloth 

2. Put 1 oz. of furniture polish in one-half pail of 


Consult supervisor 


warm water 

3. Wet flannel cloth in solution and wring out 
Wipe woodwork 

4. Wipe down wood with dry flannel cloth 


dry 





























same efficient economy with super-soft Marathon tissue 


and the theftproof twin dispenser. 


MARATHON 


A Division of American Can Company 
MENASHA, WISCONSIN 





AARATHON 
oegelll 


~~ ak Quausry ne; 





Single, Multi or C-fold towels, bleached or unbleached. Service Rol! or Dorsette Facial Grade Tissue. Dispensers. 


For additional information, use postcard facing Cover 3. 
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STERIL-PAK 
LATEX BALLOON 
CATHETERS 


ready for use... 
reliable performance... 
reasonably priced. 


ot ae 2 


ORDER THROUGH YOUR DEALER 


MetRO MEDICAL vistrisutors inc 


17 WEST 17th STREET, NEW YORK 11, N.Y. 





YOU ARE RIGHT WITH RUSCH 
manufacturers of a comp/ete /ine of fine catheters since 7885 








RECOVERY ROOM 


OR ANYWHERE AT ALL 


the Paumanomeler 


...for every service 
in the busy hospital 


Because the Baumanometer alone 
carries a perpetual guarantee for per- 
fect accuracy because it offers 
you the widest selection of models 
(each designed for your specialized 
needs) because it is durably con 
structed for a lifetime of constant use 

the Baumanometer is the sensible 
logical choice for economical stand 


ardization throughout the hospital 


Your nearby Baumanometer dealet 
will be glad to show you the many 
fine points of craftsmanship that have 
established the Baumanometer as the 
world standard for bloodpressure 


«+. @veryone respects 
the pursuit of accuracy 


«+. use the 


W. A. BAUM CO. INC. 
Copiague, Long Island, New York 


S.a. 1021 


Planning X-Ray Facilities 
(Continued From Page 89 
where it will be under the supervision 
and control of the department and 


available when needed 


Optional Facilities 
Intercommunication system 

An intercommunication system 
within the department increases the 
efficiency of the staff and speeds up 
service. Outlets are shown at the desk 
of the secretary-receptionist, in the 
x-ray rooms and the darkroom, and in 
the technicians’ corridor 

It is recommended that a one-way 


intercommunication system with a 


microphone in the control booth and 


a loudspeaker at the cassette changer 
be installed so that the technician 
need not leave the control booth to 
give instructions to the patient at the 


far end of the x-ray room 


Refrigerator 

Some items used in the x-ray de 
partment, such as barium suspensions 
for fluoroscopic examinations of the 
upper gastrointestinal tract, cream 
for a gall bladder series, and carbon 
ated beverages for carbon dioxide dis 
tention of the stomach require retrig 
eration. The space under one end of 
the barium counter at the sink (No 
75) in the technicians’ corridor can 
be used for an under-counter retrig 


erator 


High-speed film drier 
Che plan provides sufficient space 
for an anhvdrator, if desired, in lieu 


of the drier shown No. 3] 


Finish Materials 

Materials used in this de partment 
are similar to those usually provided 
in hospitals Special ittention Is giver 


to the following reas 


Darkroom 

The cassette loading counter surface 
should be of a material which is static 
free; wood and linoleum are often pre 
ferred. Vinvl or vinvl asbestos tile 
% inch thick, appears to be a satisfac 
tory material for floors in this size de 
partment Experience indicates, how 
ever, that asphalt tile and linoleum 
floors do not stand up Wwe Il under the 
ettects of spilled solutions. A patter 
of alternating dark and light tiles im 


proves visibility under a safelight 


X-ray rooms 
Chere are no spec ial finish require 
ments for the x-ray rooms Asphalt tile 


Hoors are satisfactory and a pattern of 


For additional information, use postcard facing Cover 3. 


alternating dark and light tiles is de- 
sirable here also. Plaster walls and 
ceilings are acceptable, but acoustical 


tile ceilings are preferred 


Toilets 
Tile floors and wainscot are highly 


desirable for easy cleaning 


Doctors’ viewing room 


Acoustical treatment is recom 
mended to lessen the possibility of 
the doctors’ conversations being over 


heard by near-by waiting patients 


Electrical Installations 

Voltage supplied to the x-ray unit 
should be constant so that fluoroscopic 
images and radiographs will be uni 
form. An independent feeder with 
sufficient capacity to prevent a volt 
age drop greater than 3 per cent 
is recommended. To minimize voltage 
fluctuations, a separate transformer 
for the x-ray feeder is required for 


most installations 


Ilumination 

Illumination intensities in the var 
ious areas of the suite should comply 
with recommendations given im the 
Lighting Handbook, 3d Ed 1959 
published by the Illuminating Engi 
Briefly 


illumination should be not less than 


neering Society the general 
10 footcandles in corridors and in 
rooms where reading is not required 
The waiting room should have 15 
footcandles with provision for sup 
plemental lighting for reading. Offices 
ind areas where clerical work is pet 
formed should have at least 50 foot 
candles, preferably 70 footcandles 
Indirect or cove lighting fixtures are 


ecommended for the x-rav rooms 


Radiation Protection 


Protection against ionizing radia 
tions in excess of a t rable amount 
Methods for determining 

tective barriers are given in Hand 
book 60 X-Ray Prote 
tior issued bv the National Bureau 
tf Standards 

The barrier 
checked by 

} 


the construction plans are approved 


Ss necessal 


iS ale ncle d 


design should be 


i qualified expert before 


ind the completed installation sh« uld 
be surveved with radiation detecting 
devices before the facilitv is used. A 


should be mace atter any 


structural change that 


TesSuUTVe, 
ilteration or 
might permit increased radiation int 
in occupied area 

For the protection of the staff and 


Continued on Page 149 
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A REMINDER FROM MERCK SHARP & DOHME: 


INFLUENZA 
VIRUS VACCINE 


POLY VALENT 


Ordering your requirements now will assure you of sufficient 
vaccine when it 1s needed to protect your personnel and patients. 





BUSINESS REPLY CARD 
FIRST CLASS PERMIT No. 2868, Sec. 34.9, P.L.&R. PHILADELPHIA, PA 


MERCK SHARP & DOHME 
Vaccine Department 

640 North Broad Street 
Philadelphia 1, Penna 


FOR YOUR CONVENIENCE, TEAR OUT 
AND COMPLETE THIS ORDER CARD 


LL Se ay 











To make certain that you have an adequate supply of 


Influenza Virus Vaccine Polyvalent when the need arises, 





you should order vaccine now. Order for immediate 





delivery or, if you prefer, at whatever future date 






you specify. 







Vaccination against influenza is inexpensive—and is the 


most effective way of minimizing the risk of contracting 






this highly contagious disease which causes so much 

















debilitation and absenteeism. 


By anticipating your needs and ordering now, you can be 
certain that you will have enough vaccine for your 


personnel and patients. 


Influenza Virus Vaccine Polyvalent 


Contains the National Institutes of 
Health approved polyvalent strains 
Types A and B, including Asian Strain 


Dosage: 
Detailed dosage information may be 
found in the package circular 


contained in each carton 


For complete information, write Professional Services, Mere t Sharp & Dohme, West Point, Pa 


MERCK SHARP & DOHME, DIVISION OF MERCK & CO., Inc., PHILADELPHIA |, PA 


MERCK SHARP & DOHMI 
VACCINE DEPARTMENT 

#0 NORTH BROAD STREE!I 
PHILADELPHIA 1, PENNA 


Please ship the following to arrive on 





specify delivery date 


10 cc. vials Influenza Virus Vaccine Polyvalent 





Ship to Ri 











Street address) Stre 








City and State 





Continued From Page 146 
persons in adjacent areas from radia- 
tion, barriers of lead or equivalent ma- 
terials should be provided to attenuate 
the radiation so that no one will re- 
ceive radiation in excess of the “maxi- 
mum permissible dose.” (Refer to 
Handbook 60, as amended Atten 
tion is called to providing adequate 
protection of the darkroom from ra- 
diation to minimize fogging of un 
processed films 

Primary barriers should be provide d 
on all surfaces of the x-rav rooms 
which ire exposed ol which may be 
exposed to the useful beam between 
the x-ray tube and occupied areas 
Secondary barriers should be provide d 
on all other room surfaces where pro 
tection is needed. In determining se« 
ondary barriers, consideration should 
be given to direct or leakage radiation 
which passes through the tube hous 
ing, and also to the secondary or scat 
tered radiation emitted from objects 
being irradiated by either the useful 
beam, le akage radiation, or other scat 


tered radiation 


Air Conditioning 

Air conditioning with positive ven- 
tilation and a well defined pattern of 
air movement within the department 
is necessary to provide an acceptable 
environment 

In order to prevent the spread of 
odors from the radiographic and 
fluoroscopic rooms, darkroom, toilets 
and janitors closets, the ventilation 
svstem should be designed so that a 
negative air pressure relative to the 
idjoining corridors will be maintained 
in these rooms. This can be done by 
exhausting more air from these rooms 
than is supplied to them, and by re 
versing this procedure in the corri- 
dors. Doors to the toilets and the jani 
tor’s closet should be undercut or lou 
vered 

Because of the odor problem the 
iir from the Huoroscopic and x-ray 
rooms should not be recirculated dur 
ing the time these rooms are in use 
unless idequate odor removal equip- 
ment is incorporated in the ventilation 
system. For economical operation 
where odor control equipment is not 
used, the exhaust svstem should be 
provided with motor operated damp 
ers, that can be switched from within 
the room, which will direct the air to 
the outdoors when the rooms are be 
ing used, or recirculate the air du 
ing idle periods. As the darkroom will 


be used for longer pe riods than the x- 
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NEW...HILOW 
RECOVERY BED 


by Hill-Rom 





for special needs in recovery rooms 


labor rooms and treatment rooms 


In addition to its basic uses in the post-operative recovery 
room and labor room, this new Hill-Rom Recovery Bed is 
also proving highly valuable as an emergency delivery bed, 
for the treatment of eye cases, head and face injuries, and 
other cases requiring special therapy. 

A manual hilow bed, it may easily be raised to treatment 
table height, and lowered when indicated to promote patient 
safety. The head end may be removed to facilitate care of 
eye cases or head injuries. The foot end is removable so that 
knee crutches or leg holders may be used on the labor bed 

Full length aluminum side guards are permanently attached 
to the bed, so that they will be immediately available when 
needed. Wrap-around bumpers protect walls and door jams. 
The IV Rod is stored on the bed. Swivel locks and brakes are 
on opposing 6 inch conductive rubber casters. The Trendelen- 
burg Spring permits easy adjustment to any normally desired 

position. There are six locations where 
the IV Rod can be used. The foam mat- 
tress is covered with a conductive rubber 
sheeting. 


For complete information on the Hill-Rom Hilow 
Recovery Bed, write for this booklet. 


HILL-ROM COMPANY INC. -: BATESVILLE, INDIANA 


For additional inforniation, use postcard facing Cover 3. 149 





IMPROVED PATIENT HELPER 


This unit combines the popular goose- 

neck style patient helper with our 
exclusive lock-lever bed clamps. One 
nurse can attach the Improved Patient 
Helper in rigid position to practically any 
style hospital bed in a few moments. The 
rubber padded clamps attach to any head 
or foot portion of bed . . . no corner post 
attachment. Goose-neck fits down into 
su = ede tube for greater strength. All 

ing nickel plated electric welded steel 
Trapeze portion swings free ... can be 
swung out of way when not in use. A 
valuable patient aid . . . helps patient help 
himself! No. 670, 


NEW WALL PROTECTOR 


Prevents clamps of the Improved Patient 
Helper, Featherwight Overhead Frame, or 
Crib Fracture Set from damaging walls. 
Rubber covered steel. Easily attached to 
any of the above units. No. 675. 





MANUFACTURING CO., INC. 





HYPOdermic INTERCHANGEABLE SYRINGES 


Every Plunger interchanges With Every Barre 


* LEAR PR 
© EXCEEDS Gove 
AVAILABLE FOR IMM 


THE “HYPO” TRADE MARK ON 
PRECISE STANDARDS AND CERTIFIES 


HYPOdetmic STANDARD vihengienan 


The finest syringe ever offered, a 
befor magined. Constructed of the h 
Non Corrosive Glass with all part 
and carefully calibrated for controlied 
compression. Easy Read Graduation na 
permanently tused 
AVAILABLE FOR IMMEDIAT 


HYPO" Syringes are sold through sagen sure 
ountry. Write for further information con 


la Ad OC ee a 


11 Mercer Street © New York 13, N. Y 


For additional information, use postcard facing Cover 3. 


ray rooms, an independent system 
to exhaust the air to the outdoors 
should be pros ided 

The exhaust from the darkroom 
should be controlled from a switch 
in the room and the system should 
be dampered to regulate the amount 
of air handled. The exhaust from the 
film drier in the lightroom should be 
connected into the darkroom system 

Che following conditions are re 
mended 

Administration and waiting areas. 
A temperature of 72° F. with a rel 
tive humidity of 50 per cent and a 
ventilation rate of one t ne and a 
half air changes per hour 

Patients’ and technicians’ corridors 
\ temperature of 75° F. to 80° | with 
relative humidity of l 
a ventilation 
per hour 

Fluoroscopic and x-ray rooms. A 
temperature of 40 
relative humidit 
a ventilation 
per hou 

Darkroom. 
with relative humid 

nd a ventilation rate 


per hou 


Fire Safety 

lo provide in adeqr ite 
fire safety for the patients 
staff in this ce ar nt, « 
must be given t 
construction 
tion and fi 
structure sho 
sistive mate 
finishes and 
equipment 

Closed me 
for storage 
shelves are i 
sprinkles svsten 
ver this stor 
the hazard 
combustible 
exposed to p 

Fire extin 
tvpe preterre 
is located o1 


yntrolling I 


provide 

department 

located off the } 

No. 53 The emer 
should lead directls 
level outside the buildi 
appropriate exit stairway 
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“apply a bacterial barrier 


against resistant Staph. 


AEROPLAST* surgical dressing 


shuts out Staphylococcus aureus—and all other contami- 
nants—with the speed of a spray . .. with the strength 
of plastic. The sprayed-on Aeroplast film forms a trans- 
parent occlusive barrier which provides “a window on 
the wound” permitting visual inspection at any time... 
yet protects the incision against contamination and 
irritation from exudates, urine and feces. Aeroplast’s 
yellow tint helps to define the area dressed . . . aids in 
controlling application. 


Literature is available on request. 


New 16 mm. color-sound film: 
“The Use of Aeroplast Dressing 
in Surgical Wounds,” is available 
for showings on request. 


Rz is not required. 


Gis CORPORATION, 420 Dellrose Avenue, Dayton 2, Ohio 


Vol. 93, No. 3, September 1959 For additional information, use postcard facing Cover 3. 





a DOUBT! 


MORE HOSPITALS ARE 
USING PRESCO’S IDENTI- 
FICATION BRACELETS * 
ON BOTH MOTHER AND 
BABY! 
PRESCO's sdentification system 
is especially designed to meet 
the requirements of the A.H.A. 
and American Academy of 
Pediatrics. 
The fastest, easiest method for 
positive patient identification! 
Made of soft, pliable, non-toxic 
plastic, in blue or pink. Snaps 
on with slight pressure. No 
tools needed! Conforms to 
baby’s wrist or ankle. 
PRESCO’s “Multiple Cere 
mony” system provides identi 
fication for mother and baby. 
PRESCO’s “Adult System” 
also available for use in surgi 
cal cases, blood transfusions, 
etc. 5 separate systems for 


every hospital need 


SEND FOR FREE SAMPLES AND CATALOG. 


Presco 
OTeolasl ol tah se lalor 


HENDERSONVILLE, N. C. 
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Plan B—Design for Expansion 


This one-machine department, de 
signed to handle a daily average of 
about 20 patient examinations, could 
satisfactorily serve a hospital of 50 
to 100 beds depending upon the ex 
tent of outpatient services provided 


Like Plan A 


tions can be increased, de pe nding on 


its volume of examina 


the staffing pattern and other factors 
enumerated under Plan A 

The staff usually required for this 
work load 


radiologist one 


includes one part time 
technician, one se 
retary-receptionist technician, and one 
orderly as needed 

rhis plan represents a good fun 


tional unit, and it has another impor 


a 


aa aatMen at CxPan 


Figure 1: Plan B before expansion 
shows how space is allocated for 
offices 


temporary administration 


chan 


Figure 2 shows how x-ray depart 
ment is arranged after expansion 


to accommodate two x-ray machines 


tant advantage in that it may 
panded to include all the fe 
Plan A. Such expansion is 


dicated when the hospital 


by a full-time radiologist, wl 
iverage dail load approaches 1) eX 


iminations per day and when the 


proportion of time consuming exat 


nations becomes high 
Expansion problems fre quent! 

cur ina hospital of 100 beds or less 

where there is one x-rav machine and 

As the volume 


increases the 


a part-time radiologist 
of work 


spends more time at the hospital, and 


radiologist 


the second machine is installed. Un 


For additional information, use postcard facing Cover 3. 


fortunately, in most of these cases 
the lack of planning for a future ex 
pansion program and expansion area 
results in an inefficient lavout. This 
limits the usefulness of the « quipment 
ind the efficiency of the staff. Exam 


ples of such limitations are: poor loca 


tion of the darkroom in relation to the 
idded x-ray room, inadequate 

the darkroom 
toilet facilities and dressing 
lack of office and waiting are 


limited film filing space 


Remodeling an x-ra\ depart nent is 


more expensive than remodeling other 


insufficient num 


ireas otf a hospital he< LLISE ot the 


shielding, wiring and plumbing. Ex 


pansion of the X-ra department 
should be Incorpo! ited in the origi 
plan Roughing in the plus 
building in the shielding 
cal conduits in the expal 
will result in future savir 
efficient x-ray suite 
Minimum = alterati 
would be necessary to duy 
facilities of Plan A, for ex 
model the film collection 
commodate i new contro 
eliminate the 


lightroom and 


partition 
reception sp 
ite the dressing rooms and 
tion behind them 
Until the need 
omes apparent 
stration ottices of 
tempor irily be situated in th 
sion space When the 
vent is enlarged other 
be added to 
partment Phe 
B and Figur 


this «¢ ypansk ! 


Acknow edgments 
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“HOSPITAL STAPH” 
WITH 


ALBAMYCIN® 


oreapamaen. #80 Yo PA 
Ee UPIONE SEARO OF EFTETAUUNE SOVOROCH BOOtUM 
Tressamsee, #00 . 7 
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of Staphvloco 


Albamycin shows no cross re 


Antibiotic-resistant strair s are meeting their match 


Because 
commonly used antibiotic, it is dramat 


in Albamycin sistance with any 


cally effective against unyield 
ing staphylococcal pneumonia or superinfections of pneumococcal 
pneumonia 

ted, Albamycin is indicated. 


Whether resistant staph known ¢ spec 


A lbamy 
patient’s conditten 


ADMINISTRATION AND DOSAGE: Tl» r ‘ t 1) me in adminis- 
tere ntramuscuilartly t eT eve l ? nas the 

permits, parenteral Albamycit t pla Albamycin therapy 7 
SUPPLIED: Available as 250 me ‘ sles; syrup ntaining 125 mg 


al Albamycin per 
5 cc.; and in the 600 mg. Mix-O-Vial.? 


Upjohn 


EE 





NEW CURITY PACKAGING DISCOVERY! 


NOW...A PRE-PACK THAT 
OPENS ASEPTICALLY 


...in one simple motion! 





New S-E Pack keeps dressing sterile 
from package to patient. 

Opens without scissors or string— 
dressing never touches torn, 
unsterile edges. 


An ingeniously simple wrap now gives you have the much proven pre-pack efficiency 
Cover Sponges that remain totally sterile— that yields steady dividends in terms of 
even during their removal from the pack- time gained, labor spared and money saved. 
age. There’s no contact with hands or un- For the latest—as well as the safest— 
sterile edges. Completely aseptic, at a time in hospital dressings, see Curity. 
when strict adherence to aseptic technique ices, OFM, Riana be Retin 6 Dette 
is a main line of defense against hospital a ee Soe oe oe octane —_ 
staphylococcus. 1, 2, 3, et. al. Nurs. 58:3 (March 1958). 3. Medical Authorities Rec- 
al ommen rys to Control Infections, Mod. Hospital 90: March 
In addition to much wanted safety, you 


CURITY Cover Sponges now available in S-E Pack—no additional cost 


Bauer « Black 


DIVISION OF THE KENDALL COMPANY 


The MODERN HOSPITAL 











Vol. 93, No. 3, September 1959 For additional information, use postcard facing Cover 3. 








NEWS DIGEST 


Radiologists Set Deadline in Drive for Separate Billing . . . South Carolina 


Court Upholds Hospital in Compensation Suit . . . Wisconsin Passes Bill To 


Authorize Specialist Contracts . . . Employe-Patient Ratio Up, Survey Shows 


Radiologists Set Deadline in Drive 
To Get Names on Bills for Services 


CHICAGO Radiologists across the 
nation are in the midst of a sustained 
drive designed to place their names 
on all hospital bills to patients for 
radiological services 

Prodded if not 


American College of 


coerced by the 
Radiology the 
radiologists are making their requests 
in writing to conform to “official and 
formal policy of the college I he 
letters, 
adopted by the A.C.R 
only a re juest but a “firm re juest” to 


according to a_ resolution 


must make not 
hospital authorities. Copies of — the 
letters were to be sent to the college 
no later than July 1, 1959 

The A.C.R. policy statement, ap 
proved by the college's board of 
chancellors last fall, reads as follows 
That no later than 
Member or Fel 


a copy ol 


“Be it resolved 
July 1, 1959 
low present to the College 
a letter 
ecutive authority of the hospital or 


every 


addressed by him to the ex 
hospitals in which he attends private 


or part-pay patients, in which letter 
he makes a firm re que st that his name 
appear on statements for radiological 
services prior to the lapse of one year 
following transmission of the letter.” 

While penalties for radiologists and 


hospitals that fail to satisfy the A.C_R 


requirements have not been an 
nounced, a hint of things to come was 
cryptically supplied in an A.C.R 


newsletter, which noted that “wavs 
and means to implement. the policy 
are under way.” 
According to William ¢ 
A.OR 


off to a good and peace ful start 


Stronach 
drive is 
“Hos 


pitals,” he told the press, are recog 


executive director, the 


nizing that it’s in their self-interest to 
attribute charges for medical services 
to phy sicians; this tends to eliminate 
in the public mind an element of 
spiraling hospital charges that are 
: , 
condemned almost daily in the press 


At least one hospital spokesman 


156 


was not so sure. “This may be the be 
ginning of a hospital bill with more 
credits than a 


Ss rid sourly 


Wisconsin Passes Bill 
on Specialists Contracts 


Mapison, Wis Bill 129A, au 


thorizing hospitals to contract for the 


services of certain medical specialists, 


has passed the state legislature. The 


bill will become law upon approval by 
the governor, and the terms will be ef 
fective Jan. 1, 1961 

Phe bill, as amended, provides that 
a physician specializing in pathology 
physical medicine, o1 radiology ma\ 
include the treatment of referred cases 
in his contract with a hospital. Such 
1 contract may provide for remunera 
tion of the physician on any basis 
other salary, the bill 
Anesthesia included 


under the specialist clause, but was 


than a States 


was originally 
not spec ifically mentioned in the final 
version 

Authorization for hospitals to 
charge the patient for servi es f suet 
phy sicians covered by the bill was als 
given, with the that the 


statement to the patient “shall indicate 


provision 


that the services of such physicians 
who shall be designated by name, are 
included in the departmental! 
charges.’ 

Phe passage of this important leg 
slation marks a considerable ste p tor 
ward for h spital community service 
ind not only brings the law up to date 
but assures the patient the phy siclans 
and the hospitals that anv possible 
statutory conflict with accepted bene 
ficial medical practices resulting from 
rapid medical and hospital advances 
of the past vears will be minimized,” 
Robert S. McCormack, general coun 
sel for the Wisconsin Hospital Asso- 


ciation, stated 


Hollywood movie,” he 


Method of Compensating 
Radiologists Is Upheld 
by South Carolina Court 


SPARTANBURG, S. C The present 
method of compensating radiologists 
at Spartanburg General Hospital here 
has been upheld by a court ruling. The 
hospital's three radiologists had 
ordering the hospital 
cause this method, to 
objected should not be 


brought action 
to show why 
which they 

hanged 
The radiologists were 
cent of net from the pi 
practice of radiology up to a total of 
They asked in their order 


that thev be permitted to charge for 


paid 10 per 
mcome vate 


$25.000 


paratel from a 


h spit il charge for the use of radiol 


professional SseTVICce S¢ 


gv facilities 
Che hospital filed a demurrer 
that 


have the right to sue, in 


rb 


ecting the radiologists did not 


ismuch as the 


icting entirel\ 


thin its rights nm setting the radiol 


hospital's board was 


compensatl " is it had a 
by James Neely 
xecutive director of the South Car 

" Hospital Association. The h spital 
had reued that t was fulfilling 


contract which it had with the d 


roists 


rding to a report 


merely 


dow 
was sustaine d by 


rs This demurret 
the « nuirt and the radiologists’ ction 


} 
was dismissed 


Phe radi log 


Pennsylvania Nurses 
Back No-Strike Bill 


PHILADELPHIA Che 
VUTSeS Association IS 
sed legislation to 


s in that 


August 


state Ti 


R \ Maas 


iSStle f 
Che prop sed 


“quire administrators to bargain col- 


with nurses and 


measure W 


ectively 


\] 


other en 
| ves thr ugh their authorized re pre 
sentatives 


rhe 
] 


mxed 


nurses association §re ported 


reactions” from labor unions 
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Especially effective when 
used preoperatively 


(renosem” 


SALICYLATE 


(Brand of carbazochrome salicylate) 





to control oozing and bleeding 


As one clinician states: ““Blood loss may be hidden 
temporarily after closure of the thoracic or abdominal 
cavities, even though drains are in place. Obstruction to 
outflow through these drains can occur, and bleeding 
is not apparent 

“There are certain clinical situations in which pro- 
longed and profound oozing of blood may occur.” 

Adrenosem has proved effective in more than 200 
clinical disorders in the control of oozing and bleeding. 
It is used routinely, preoperatively and postoperatively, 
in thousands of hospitals. 

Supplied in ampuls, tablets and as a syrup. 


Write for comprehensive, illustrated brochure 
describing the action and uses of Adrenosem Salicylate. 


“US Pat 2581850. 2506794 


Dr . 
1 A.M.A 


BRISTOL, TENNESSEE @ NEW YORK @ KANSAS CITY e@ SAN FRANCISCO 


nr” NNN 
| /)/| in i) 


RAPA | NY ORS 
mh ee < 
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More Employes per Patient 
Than Ever Are Working in 
Hospitals, Survey Shows 


Cuicaco. — The number of em- 
ployes in U.S. hospitals continues to 
increase and, not surprisingly, so does 
the cost of hospital care. 

These are two of the findings from 
a national survey of hospitals pub- 


lished last month in the Guide issue of 
Hospitals. The report showed that last 
1,464,829 
persons. In 1957, hospitals employed 
1,401,232 persons. 


NURSES 


year hospitals employed 


The survey also disclosed that more 
employes per patient were provided 
Hospitals in 1958 em- 
ployed an average of 111 persons per 


by hospitals 


hundred patients, as compared with 
107 persons per hundred patients in 
1957. 

Costs per patient day also con- 
tinued to climb, acecrding to the re- 
port. Voluntary hospitals reported an 
average expense of $29.24 per patient 
day. In voluntary psychiatric hospi- 
tals, the average expense per patient 
day was $16.39; in proprietary psy- 


chiatric hospitals, $17.66: and in state 


JUST FILL AND SET THE DIAL 


no more hourly trips to ‘‘fill the bottle’’ 


Hour after hour 


even day after day 


the Kepad automatically 


delivers soothing warmth accurate to within 1°. Entirely eliminates the 
hourly ritual of filling, checking, replacing. Approved 
by Underwriters’ Laboratories, Inc. 


Learn more about this new therapeutic idea of a flexible, vinyl pad 
with sealed tubing and a control unit which circulates heated water. 


Send today for free color brochure and details of the various 
pad shapes and sizes which attach to control units. 


aquamatic 


pad 


by GORMAN-RUPP 


182 Hines Avenue 


INDUSTRIES, 


INC. 


Beliviltie, Ohio 


158 For additional injormation, use postcard facing Cover 3. 


and local governmental psychiatric 
hospitals, $4.11. The nation’s federal 
psychiatric hospitals reported an aver- 
age expense per patient day of $10.61 
These costs are all higher than com- 
parable figures for 1957 

4 total of 23,697,000 hospital ad 
missions was reported in 1958 as com 
pared with 22.993.000 in 1957. More 
babies than ever 3.742.000 — were 
born in hospitals On anv day last veat 
the hospital census included more 
than 1.3 million patients and 48,000 
the survey showed 
$7.133.493.000 


newborn babies 

Total expenses of 
were reported by hospitals of which 
two-thirds $4.660,191,.000 was 
for payroll 

Patients in voluntary hospitals paid 
an average of $1.28 per day less than 
it cost to care for them. Patient income 
made up 92.6 per cent of the total in 
come of these hospitals in 1958, the 
balance coming from contributions 
grants and income from such sources 
as endowments 

Average patient stav in voluntar 
hospitals in 1958 remained constan 
with the average of 7.4 davs reporte ! 
for 1957 

Although short-term hospitals ac 
counted for 96 per cent of all admis 
sions, the survey disclosed that long 
term hospit ils cared for 63 per cent of 
the patients in hospitals on any giver 
day of 1958 

More 
nurses worked full time in he spitals in 
1958. according to the report. This ir 

> 


cluded more than 236,000 nurses as 


than 277.000 


prote ssional 


h spit il emplove s and more than 4] 


OOU pris ite duty nurses 


Free Manual Tells How 

To Prepare Technical Book 
New York A new booklet to help 

writers of technical books has been 

from 

Corporation, New 


prepared and is available free 
the F. W. Dodge 
York 

Writing and 
Technical Book 
authors organize and develop thei: 


ideas for books to the point where 


Publishing Your 


1s designed to help 


they can obtain the support and back 
ng of a publisher It also answers 
juestions about the author-publisher 
relationship and gives checklists for 
preparing material for public ation, the 
publishers sav. Another feature is a 
point-by-point discussion of the au- 
thor’s contract in which the responsi- 


bilities of all parties are fully outlined 
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Fast... ready for use... | consistent in quality 


ILFORD ILFEX Envelope Pack 


a superior x-ray film for non-screen radiography 





THE FILM: Your radiologists and technicians will wel- Savetene Sun 
come this ultra-fast high contrast emulsion, which consist- 
ently produces superb non-screen radiographs. Ilfex X-ray 
film provides exceptional bone and tissue detail —far superior Paper Folder “ 
to that which can be obtained with conventional screen 
techniques. 


THE PACKING: The IIfex Envelope Pack is ready 
for instant use without darkroom preparation and makes an 
excellent storage envelope for developed radiographs. The 
film is securely sealed against fog, artifacts and contamina- 
tion. Supplied in boxes of 25, in all standard sizes. 


Card Stiffener 


If your hospital has not yet tested Ilfex, and would like to do so, Bavetese Gach, een 
please contact any of the following for a no-cost demonstration: to show method of 
General Electric, Keleket, Picker, Westinghouse or their au- im protection 


thorized dealers. 


ILFORD ING. 37 WEST 65th STREET, NEW YORK 23, N.Y. 


IN CANADA: Canadian distributors for liford Limited, London: W.E. Booth Co., 12 Mercer St., Toronto 2B 
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Council Formed To 
Accredit Nursing Homes 
BUFFALO. 
Council for the Accreditation of Nurs- 
ing Homes was announced here re- 


eight 


Incorporation of a 


cently by representatives of 
medical and health organizations. Aim 
of the council is to raise the standards 
of nursing homes through a system 
similar to that which is used by the 
Joint Commission on Accreditation of 
Hospitals 

Headquarters of the council will be 
in Buffalo. Initially it will concern it- 
self with the 80 nursing homes in the 








B-P INSTRUMENT CONTAINER 
No. 300 

ideal for use with Bard-Parker 

HALIMIDE — stainiess stee! and 

PYREX glass with airtight cover 








HALIMIDE 


expensive instrument disinfection 
of NON-CORROSIVE (No anti-rust tablets to add) 
STABLE (need not be changed frequently) solution 


western New York area, but subse- 
quently hopes to spread the program 
throughout the state and country, the 
council announced. 

“This has to be a gradual thing,” 
Dr. E. Dean Babbage, council presi- 
dent, explained. “We're not prepared 
right now to accredit homes in Kansas 
Citv or San Francisco, even if they 
wanted us to do so.” 

Under the new program, a nursing 


home seeking accreditation will make 


application to the council, which will 


then send out a field inspector to 


grade the home on its compliance 


BARD-PARKER 


HALIMIDE’ 


a CONCENTRATE for 
inexpensive instrument 


disinfection 


a recently developed non-staining, clear 


CONCENTRATE of low surface tension and excellent 


penetrating qualities, is scientifically perfected for in 


1 oz. makes | gal 


LIST PRICE—4 oz. bottle $2.50 
Available in quarts and gations 


See your DEALER for quantity discounts 





GP ans COMPANY. INC. 
BP DANBURY. CONNECTICUT 


A DIVISION OF BECTON, DICKINSON AND COMPANY 


8-P ond MALIMIDE ore Jemorts 


ALL BARD-PARKER SOLUTIONS CONSERVE THE BUDGET DOLLAR 
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with local and state laws, nursing and 
medical care, records, and recreation 
and rehabilitation facilities. The in 
spector will report back to the council 
which will decide on the basis of his 
recommendations whether to 

certificate of 


home, the council announcement ex 


accreditation 


plained 

Groups represented by the incor 
poration are Blue Cross and Blue 
Shield, the state and county health dk 
partments, the eighth district branch 
of the state medical society, district 
10 of the New York State Nursing 
Homes Association, and the Western 
New York Hospital Council 

Officers, in addition to Dr. Bab 
bage, who represents Blue Cross. are 
vice president Dr. Max Cheplove 
Erie County Medical Society; treas 
urer, Dr. James A. Dolce, Erie Cou 
tv Health Department, and secretary 
Charles E. Braithwaite, Blue Cross 


Find Excess Radiation 
in Study of Hospital 
X-Ray Equipment 
New York 
found in 71 per cent of x-ray machi 


! ] ] 


mspected nc and 


Excess radiatio 
here in pub pris 


i che st x-ra\ the 


hospitals. During 
cess radiation to the 1 
was 50 to 100 times 
patients WV yuld have receive 
proper equipment, city health 
reported 
The survey, according to Prof 
Hanson Blatz, director of the Office of 
Radiation Control, inspected 1200 
machines in about 100 of the citv’s 
pr vate ind 
! indings showed that 
About 25 per cent of the machines 
so far checked had inadequate filters 


About 41 per cent of 447 chest x 


ra\ machines exposed the operator t 


public hospitals 


idiatior 


About 12 per cent of the $42 fluor ) 


scopes had inade quate filters 


} 


Professor Blatz said that h spitals 
n Which inadequate safeguards were 
found had been notified and that the 
nstallations would be reinspecte 
within ! time 

He lso reported that after 
tion of the x-rav and fluoro 
stallations in 
his staff will check machine 
+} 


} 
h spitals Ss 
i 


van 25 vears old in offices of private 
About 600 of 


the 11,000 machines registered in the 


phy sicians and dentists 
city are that old, he said 
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Goddard Hospital finds Dunham-Bush 
Air Conditioning needs no nursing 


That's right! You can install Dunham-Bush Air 
Conditioning (and Heating) equipment and forget 
about it. And what's more, it’s business-as-usual 
while Dunham-Bush equipment is being installed 
in modernization projects. 

In vital hospital areas, such as the Operating 
Rooms and Delivery Area of Goddard Hospital, 
Brockton, Massachusetts, dependability counts 

That’s why the Goddard building team of Ains- 
worth & Atwood, Architect; A. Ehrenzeller, Con- 
sulting Engineer; Miles Plumbing & Heating Co., 


Dunham-Bush, inc. 


Borden Co., Wholesaler; Earl 
Engineer; picked Dunham-Bush 


Contractor: A. I 
Anderson, Plant 
cquipment 
At Goddard, dependably on the job 
Dunham-Bush Pack Chiller—Cooling Towe 
nd Air Handling Unit 1 complete syste 
from one source ponsibility 
rmance and cconomy, 
Dunham-Bus! les 


} j 
Ir DULI 


one rr 
it ll pay to ash 
engineer to talk 
m 


AIR CONDITIONING + REFRIGERATION « HEATING + HEAT TRANSFER 


WEST HARTFORD 10 e CONNECTICUT * JU. S. A. 
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Casters on beds . . . roll 
smoothly, swivel easily. 
Ask for Series 69" with 
adapter for tubular legs. 


vs 


Casters on food carts... 
Protect floors, roll quietly. 
Ask for Series ‘‘H68"’. Plate 
construction. 


Casters in cafeterias . 
handle big loads easily. Ask 
for Series “‘H99". 


| Glides on chairs . . . protect 
floors, slide easily, cut noise. 
Ask for Bassick “CG-90" 
rubber cushion glides. 


There’s a Bassick caster designed for 
every hospital job. Look for Bassick 
casters on new equipment. Specify 
Bassick when replacing casters. THE 
BASSICK COMPANY, Bridgeport 5, 
Conn. Jn Canada: Belleville, Ont. 0.47 


Michigan Plan To Enroll 
Aged Under Biue Cross 


Detrorr. — Coverage for persons 
who failed to enroll before they 
reached age 65 will be provided by a 
new health care plan developed by 
Michigan Blue Cross-Blue Shield, sub- 
ject to state insurance department ap- 
proval. 

Enrollment in the plan for those 
persons over 65 will be on an individ- 
ual basis. The monthly cost of the 
combined hospital and medical-surgi- 
cal benefits will be $8.47 and $5.23 
for Blue Cross hospital coverage and 
$3.24 for Blue Shield medical-surgical 


coverage, the insurance group an 


nounced. 

Pending approval of rates and 
benefits by the state insurance depart- 
ment, the Blue Cross-Blue Shield 
“Senior Contracts” will be offered to 
the public this fall, the announcement 
said. 

The Blue Cross hospital plan pro 
vides 30 days of hospital ward care 
renewable each time the member has 
been out of the hospital at least three 
months, on a share-the-cost basis. The 
member's share of the cost of Blue 
Cross services for each hospital ad- 
mission is 20 per cent of the first $500 
with a minimum payment of $25 and 
a maximum of $100 regardless of the 
total amount of the Blue Cross ser 


ices 


Connecticut Group Elects 
Beruin, Conn. — The Connecticut 
Hospital Association elected Richard 
O. West, Norwalk Hospital, presi- 
dent-elect at its annual meeting held 
here recently. Charles T. Treadway 
Jr., Bristol Hospital, was elected presi- 
dent, succeeding Robert C. Kniffen, 
New Britain General Hospital. Wil- 
liam G. Boies, Waterbury Hospital, 


was reelected treasurer. 








Modern Hospital Index 


The index to the first six issues of 
this year's gazi (J y 
through June 1959, Vol. 92) has 
been printed separately. Send a 
nete or post card for your com- 
Persons who 





plimentery copy. 
have asked for the previous index 
will be sent the latest index with- 


out further correspondence. 
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HOSPITAL PLAQUES 
ATTRACT LARGE 
DONATIONS... 


through permanent and 
dignified recognition 


For most in appeal, least in cost, 
and best for your hospital — from 
smallest doorsign to biggest building 
facade letters in bronze or aluminum 
— look to United States Bronze 
Write for special catalog with 
fund-raising suggestions. 


UNITED -— Free 

STATES design 

BRONZE service 

Sign Co., Inc. : _ 
Dept. MH,101 W. 31st Street, New York 1, NLY. 


MY EASIEST 
CLEANING JOB.’ 


Motel toilets come sparkling 
clean and odorless in one oper- 
ation with Holcomb ZEN. 
ZEN makes your guests want to 
come back. 


Swab on ZEN with handy Acrilon 
Swab (free with each case of Zen 
Let ZEN work a few seconds. 
Then flush it off. You're all done 
Harmless to fixtures and plumbing. 
For every cleaning need, 
see your Holcombman! 


4.1. HOLCOMB MFG. CO., INC. 
INDIANAPOLIS 7, INDIANA 
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27 pounds lost 
in 19 days; 


ascites and pedal 


edema reduced 


with 


Bef Esidrix: t™ 
(hyd hiorotharnde CIBA 


preeminently effective whenever diuresis is desired 





Indicated in: congestive heart failure e nephrosis and 
nephritis atoxe mia of pregnancy e pre menstrual 
edema eedema of pregnancy se steroid-induced 


edema ecdema of obesity 


RECORD OF TREATMENT (At a leading New York City hospital. Photos used with permission of the patient.) 

Date . 5 3/6 3/7 3/8 3/9 3/10 S/1L 3/12 3/18 3/14 3/15 3/16 3/17 3/18 3/19 $/20 38/21 
70 169 167 #159 #158 158 4157 +4158 155 155 156 154 #%1I53 154 1535 - 

Rx Esidrix 50 mg. b.id 


* Mercurial diuretic 


H. K., 44 years old, with history of heavy drink 
ing. Previously hospitalized in 1954, with diag 
nosis of Laennec’s cirrhosis. Admitted on 3/3/59, 
patient complained of swollen abdomen, swelling 


in both legs and exertional dyspnea 


Findings: Abdomen enlarged in girth with defi 
nite fluid wave; liver palpated 4 fingerbreadths 
below the costal margin; pedal edema (4+). Pa 
tient not in acute distress. Blood pressure, 140/80 


mm. Hg; pulse, 112/min.; respiration, 20/min 


Treatment: Mercurial diuretic on 3/3 and 3/4, 
followed by Esidrix, 50 mg. b.i.d., from 3/5 to 
3/23 when patient signed out of hospital. Esidrix 
induced copious diuresis resulting in almost com 
plete disappearance of edema 


After 19 Days on Esidrix: Supplied: Esidrix Tablets, 25 mg. (pink, scored) and 50 
Weight 149 Ibs. mg. (yellow, scored); bottles of 100 and 1000 


Vol. 93, No. 3, September 1959 For additional information, use postcard facing Cover 3. 





A.M.A., National Library 
Join in Indexing System 
Cuicaco. — The American Medical 
Association and the United States 
Public Health Services’ National Li- 
brary of Medicine in Washington have 
announced jointly that, beginning Jan 
1, 1960, they will institute a new pro- 
gram for indexing medical literature 
Under the new system, the A.M.A 
will discontinue its Quarterly Cumu- 
lative Index Medicus, and the Cur- 
rent List of Medical Literature, pub- 
lished by the National Library of 
Medicine, will be expanded to include 


“AG" 


y 


on 


=m | _ IN ELECTROSURGERY! 


Bovie Electrosurgical Unit has long 


bal The 
}}} | demonstrated its true flexibility in hospitals 
' 


. 


} 
} 

} 

+++ 


/// 





; ~ \ 


rents 


current medical periodicals not cov- 
ered in the past by either the Na- 
tional Library or the A.M.A., Dr 
Frank B Rogers, director of the Na- 
tional Library, announced 

Beginning with the January 1960 
issue, the Current List of Medical Lit- 
erature will appear in a revised for- 
mat and will be renamed Index Medi 
cus. The A.M.A. will publish annual 
cumulated volumes of the new index 
to be known as the Cumulated Index 
Medicus, beginning in 1960. In pub- 
lishing this index, the A.M.A. will use 


cumulative copy, in the form of film 


Ye 


Gives Hospitals 


MAXIMUM FLEXIBILITY 


everywhere. It provides every kind of surgi 
cal current the surgeon will ever need 
It features four specialized cutting cur 


three spark gap, one vacuum tube 


Offers a stepless power range from zero to 


\ maximum, giving uniform power output at 
~\ 


the same setting every time and assuring 
standardization of performance. Max 


imum dehydrating and hemostatic 
effect is obtained from the Bovie's 
coagulating-fulgurating current 


Original, accurate gap adjustments are 


automatically maintained through longest 


surgical procedures by the unit's self-compensating spark gaps 
Underwriters’ Listed L-F Explosion-Proof Footswitch available 


with the AG Bovie 


Equipment for Hospitals...Today and. Tomorrow 


L-F 
SHORT-WAVE 
DIATHERMY 
for safe, 
dependable 
therapeutic 
treatment. 





- 

le 
L-F BASALMETER* 
for accurate, more 


efficient basal 
metabolism testing. 


Ritter Company Inc 
Medical Division 


4359 Ritter Park, Rochester 3, N.Y 





Please send me information on 


Name 


ROCHESTER XNEW YORK 
Medical Division 


} AG Bovie L-F BasalMeteR 
} L-F Diathermy 


Address 


Zone 


For additional information, use postcard facing Cover 3. 


negatives, prepared and furnished by 
the National Library 

Dr. Rogers said that the savings in 
production costs make it possible to 
expand coverage to currently pub- 
lished medical periodi als not pres 


ently covered by any index 


Hospital Personnel Group 
Organizes, Elects Officers 


Sr. Lovuts Organization of the 
ew Mid-West Hospital Personnel Di- 
rectors Associa 

tion and election 
of its first officers 
took place here 
recently. Primary 
objectives of the 
group are devel 


-_ 
* 
. opment ot ette 
C. C. Dade tive 


practices in hospitals exchange of in 


pe rsonne ] 


formation on personnel policies 
practices and encouragement — of 
standardization in personnel methods 
and proc edures 

Officers elected were 
C. C. Dade, Barnes and Affiliated Hos 
pitals, St. Louis; vice president, Sistet 
M. Agnes Charles, St. Marv’s Hospi 
tal. St. Louis: treasurer, ¢ 4 Alsop 
St. Vincent's Hospital St. Louis 

Others are secretary 
Edith M. Barbarick, St. John’s Hos 
pital Springhie Id, Mo und corre 
sponding secretary, Louise M. Mead- 
ows, St Joseph's Hospital Kirkwood 
Mo. The officers will serve in an acting 


macy until the ire installed it in 


pre sident 


recording 


nual meeting later this vear 


Methodist Hospitals, 
Homes Given Bequest 

CHIcAGo The Methodist 
Board of Hospitals and 
Homes will receive the annual 
come from more than $3.5. million 
from the estate of Harry R. Kendall 
Evanston, Ill According to the will 
the Board of Hospitals and Homes is 
directed to use the income nnn the 
Kendall trust fund 

“To provide hospital service for the 
wor of the Negro race 

“To provide homes for needy 
children and needy aged pe 
both the white and the Negro 

‘To provide for the traini 


Church's 


fre 


leaders for charitable service in hos 
] 


pitals and homes caring tor needy 
Negro children and aged persons ot 


the Negro race.” 
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Dale. 
...new, soft and absorbent 
Palmer Crossknit 
Handifold Towels...and fine 
home quality Palmer Tissue, 


two good-will builders 


in the washroom... 


\ Fort Howard Paper Company 


Green Bay, Wisconsin 
Sales offices in New York, Chicago, Los Angeles 


- | * rE eo" a+, 
America’s most complete line of paper towels, tissues and napkins ; # 
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School Children Should 
Wear Identification Tags, 
Doctor Recommends 


CHICAGO Identification tags for 
school children have been suggested 
by a physician who encountered iden- 
tification problems when he cared for 
many who were burned in the Chicago 
school fire last December 

Identification of badly burned or in- 
jured children is often difficult because 
they rarely carry wallets or other 
means of identification, according to 


Dr. James E. Segraves, director of the 
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disaster plan at St. Anne’s Hospital 
here. More than 50 children were 
taken to the hospital from the Our 
Lady of Angels school fire. Of these, 
10 were either dead on arrival or died 
shortly thereafter 

“Identity 
Dr. Segraves said, 
were unable to identify for sure some 


was often incomplete,” 
“and even parents 


of the most severely burned children.” 

Identification tags would alleviate 
this difficulty, 
St. Anne’s hospital's disaster plan in 
the Journal of the 


Association 


he said in a report of 


American Medical 
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Dr. Segraves also offered the follow- 
ing suggestions for disaster planning 
by hospitals: 

The plan must be simple and 
familiar to all hospital personnel. Fre- 
quent practice sessions are necessary 

2. Mass disaster situations must be 
postulated and the first 24 hours of 
treatment must be outlined in detail 
long before any disaster occurs 

3. Stockpiles, based on the outlined 
24 hours of treatment, must be kept 
available 

4. The team approach is the only 
logical one if chaos is to be prevented 
and the team must be under the direc 


tion of one man 


Brooklyn Hospital Council 
Announces New Officers 
Broox.yn, N.Y Kathrvn R. Doo- 


ley, administrator of Caledonia Hos- 
pital, Brooklyn, has been selected as 
president-elect of the Hospital Coun 
cil of Brooklyn Island and 
Staten Island 

Other new officers are 
Marshall G. Ause, 
Center; 


Long 
ong 


president 
Lutheran Medical 
Eva Van 
Island Hospital; secre 
Brooklyn Wom 
en's Hospital, and treasurer, Paul | 


St John’s Episcopal Hos 


vice president, Dr 
dow, Coney 


tary, Seymour Reid 


Conner Tr 
pital 

Members elected to the executive 
committee are: Sister M. Rose Vir 
ginia, St. Catherine's Hospital; Ver 
non Stutzman, Methodist Hospital of 
Brooklyn, and Dr. Israel Magelaner 
Jewish Hospital of Brooklyn 


British Health Service 
Bill Totals $1 3/4 Billion 


Health services in Brit 
ain cost $1,752,800,000 during 1958 
f health has reported 
and of this amount, the government 
paid $1,344,000,000. National health 


contributions from patients 


LONDON 


the minister 


service 
personal charges, national insurance 
funds, and local taxes paid less than 
24 per cent of the total, the report 
showed 

The ministry said last vear’s health 
bill rose more than one-third from the 
1949-50 vear, the first vear under the 
health 


costs and pay raises accounted for 70 


national service Increased 


per cent of the increased cost of the 
service, the ministry said 
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eee COLD’ STERILIZATION 
WITH THE AMERICAN 


Cry-0-THERM 


Climaxing more than eight years of intensive 
research and development by American 
Sterilizer, the Cry-O-Therm establishes wholly 
new standards for cold (gaseous) sterilization 
of instruments and wrapped or pre-packaged 
surgical and laboratory supplies. Simple 

to install, easy to operate, fast, safe and 

fully automatic, the Cry-O-Therm provides 
the first completely practical technique 


for hospital sterilization of heat- or moisture- 





sensitive items 





sen Exclusive — 


new gaseous sterilizing agent known as 
Cry-OXCIDE has been developed by 
Amsco. In convenient, disposable, aerosol 
containers, Cry-OXCIDE combines 
ethylene oxide and inert gases in a low- 


pressure, non-flammable, non- 


ee a Square 16’ x 16x 30” chamber 


has ample capacity for largest 
endoscopic instrument. Fully 
automatic with full-load cycles 


as fast as two hours. 


Write for bulletin SC-310. 





AMERICAN 
STER | LI Z ER Offices in 14 Principal Cities 


ERIE+*PENNSYLVANIA 
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COMING EVENTS 





ALBERTA HOSPITAL ASSOCIATION, Jubi 
lee Auditorium, Edmonton, Oct. 27-29. 


AMERICAN ASSOCIATION OF MEDICAL 
RECORD LIBRARIANS, Radisson Hotel, 
Minneapolis, Oct. 12-15. 


AMERICAN COLLEGE OF OSTEOPATHIC 
HOSPITAL ADMINISTRATORS, National 
Institute, Statler Hotel, Los Angeles, Oct. 
25. 


AMERICAN COLLEGE OF SURGEONS 
CLINICAL CONGRESS, Atlantic City, 
Sept. 28-Oct. 2. 


AMERICAN NURSING HOME ASSOCIA- 
TION, Morrison Hotel, Chicago, Oct. 6-9. 


AMERICAN OSTEOPATHIC HOSPITAL 
ASSOCIATION, Statler Hotel, Los 
Angeles, Oct. 25-28. 


AMERICAN PUBLIC HEALTH ASSOCIA 
TION, Convention Hall, Atlantic City 
Oct. 19-23. 


AMERICAN ROENTGEN RAY SOCIETY 
Netherland Hilton Hotel, Cincinnati 
Sept. 22-25. 


ARIZONA HOSPITAL ASSOCIATION, 
Monte Vista Hotel, Flagstaff, Oct. 8, 9. 


BRITISH COLUMBIA HOSPITAL ASSOC! 
ATION, Vancouver Hotel, Vancouver 
Oct. 20-23. 


FUND 


ay, 
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EXPERIENCE 


the AMERICAN CITY BUREAU offers both 


A cross-section of the more recent of over 340 successful hospital appeals: 


HOSPITAL GOAL 


Springfield, Mass $1,500,000 
Joint Campaign 
Wesson Maternity Hospital 


Wesson Memorial Hospital 


Stillwater, Minnesota 


Lakeview Memorial Hospital 1,000,000 


Marysville, California 


Rideout Memorial Hospital 400,000 











LEADERSHIP 


Leland J. Kalmbach, Pres 

Bruce H. MacLeod, Chairman 
J. V. Devine, Adm. Maternity 
R. F. Tuveson, Adm. Memorial 


$1,590,000 


Maynard Nelson, Pres 
Kar! G. Neumier, Chairman 
Dale C. Mattison, Adm 


1,257,000 


P. E. Gallot, Jr., Pres 
Charles B. Gross, Chairman 
Fred W. Moore, Adm 











The combination of fresh, refined techniques 
and more than 46 years of experience can 
bring you fund-raising success, too. Invite us 
to arrange for a Bureau “Survey of Poten- 
tial.’’ No obligation is involved. You will gain 
a realistic evaluation of your opportunities in 


meeting your needs. 


American City Bureau 


3520 Prudential Plaza, Chicago 1, Hilinois 
New York & West Coast Representatives 


FOUNDING MEMBER AMERICAN ASSOCIATION OF FUN 


O-RAISING COUNSEL 
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CALIFORNIA HOSPITAL ASSOCIATION 
Ahwahnee Hotel, Yosemite, Oct. 20-23. 


COLORADO HOSPITAL ASSOCIATION, 
The Antler's Hotel, Colorado Springs, 
Oct. 8, 9. 


FLORIDA INSTITUTE ON HOSPITAL AC- 
COUNTING, Barcelona Hotel, Miami 
Beach, Sept. 23-25. 


HAWAII HOSPITAL ASSOCIATION, Ha 
waiian Village, Honolulu, Dec. 3, 4. 


HOSPITAL ASSOCIATION OF RHODE IS. 
LAND, Sheraton-Biltmore Hotel, Provi- 
dence, Oct. |. 


IDAHO HOSPITAL ASSOCIATION, Elks 
Lodge, Boise, Oct. 19, 20. 


ILLINOIS HOSPITAL ASSOCIATION 
Abraham Lincoln Hotel, Springfield, Dec 
4. 


INDIANA HOSPITAL ASSOCIATION, Stu 
dent Union, Indianapolis, Oct. 14, 15. 


KANSAS HOSPITAL ASSOCIATION, Town 
House Hotel, Kansas City, Nov. 12, 13 


MARYLAND.-D.C.-DELAWARE HOSPITAL 
ASSOCIATION, Hotel Shoreham, Wash- 
ington, D. C., Oct. 26-28. 


MISSISSIPP! HOSPITAL ASSOCIATION, 
Hotel Buena Vista, Biloxi, Oct. 7-9. 


MISSOURI HOSPITAL ASSOCIATION 
Sheraton Jefferson Hotel, St. Louis, Oct 
28-30. 


MONTANA HOSPITAL ASSOCIATION 
Rainbow Hotel, Great Falls, Sept. 14-16 


NATIONAL REHABILITATION ASSOCIA. 
TION, Boston, Oct. 26-28. 


NEBRASKA HOSPITAL ASSOCIATION 
Cornhusker Hotel, Lincoln, Oct. 15, 16. 


NORTH DAKOTA HOSPITAL ASSOCIA 
TION, Minot, Oct. 20, 21. 


OKLAHOMA HOSPITAL ASSOCIATION 
Mayo Hotel, Tulsa, Nov. 5, 6. 


ONTARIO HOSPITAL ASSOCIATION 
Royal York Hotel, Toronto, Oct. 26-28 


OREGON ASSOCIATION OF HOSPITALS, 
Coos Bay, Oct. 19, 20. 


RADIOLOGICAL SOCIETY OF NORTH 
AMERICA, Palmer House, Chicago, Nov 
15-20. 


RHODE ISLAND HOSPITAL ASSOCIA 
TION, Sheraton-Biltmore Hotel, Provi 
dence, Oct. | 


SASKATCHEWAN HOSPITAL ASSOCIA- 
TION, Bessborough Hotel, Saskatoon, Oct 
14-16. 


SOUTH DAKOTA HOSPITAL ASSOCIA. 
TION, Yankton, Oct. 20, 21. 


UTAH HOSPITAL ASSOCIATION, Salt 
Lake City, Sept. 23. 


VERMONT HOSPITAL 
Montpelier, Oct. 14, 15. 


VIRGINIA HOSPITAL ASSOCIATION, Ho- 
tel Chamberlin, Old Point Comfort, Nov. 
12-14, 


ASSOCIATION 


WASHINGTON HOSPITAL ASSOCIA. 
TION, Chinook Hotel, Yakima, Oct. 21, 
22 

Continued on Page 170 


The MODERN HOSPITAL 





it's glass 


HYPAK 


STERILE DISPOSABLE 
GLASS' SYRINGE 


B-D HYPAK Sterile Disposable 
Syringes are the only such prod- 
ucts made of glass. Because 
glass represents a true extension 
of the manufacturer's package, 
parenteral medications retain 
their purity, potency and efficacy 
in HYPAK. 


NOW IN A WIDER 

RANGE OF SIZES AND. 

STYLES AND...SAFE 

AS ONLY GLASS = 
sorry CAN BE’ 


2. WeB-D HYPAK is now available in 
We2cc., 5 cc. and 10 cc. sizes—with 
"Or without needles—graduated in 

Minims and cc’s. 


gt 


a B-D J ree 


manufactured, sterilized and controlled by 


BECTON, DICKINSON AND COMPANY + RUTHERFORD, NEW JERSEY 
in Canada: BECTON, DICKINSON & CO., CANADA, LTD., TORONTO 10, ONTARIO 





























WEST VIRGINIA HOSPITAL ASSOCIA. 
TION, Greenbrier Hotel, White Sulpher 
Springs, Oct. 29-31. 


1960 


LOUISIANA HOSPITAL ASSOCIATION, 
Bellemont Motor Hotel, Baton Rouge, 
Mar. 24-26. 


MIDDLE ATLANTIC HOSPITAL ASSEM- 
BLY, Convention Hall, Atlantic City, 
April 27-29. 


SOUTHEASTERN HOSPITAL CONFER. 
ENCE, Deauville Hotel, Miami Beach, 
May 3-6. 


TENNESSEE HOSPITAL ASSOCIATION, 
Peabody Hotel, Memphis, May 26, 27. 


Workshop Planned for 
Directors of Volunteers 


Boston. — The first attempt made 
in New England to formalize the 
training of directors of hospital vol- 
unteers will be undertaken this fall 
with a 10 week workshop at Boston 
University’s school of public rela- 


according 


tions and communications 
to Mrs. Edgar W 
man of the Committee of Directors of 
Hospital Volunteers of Metropolitan 
Boston, sponsors of the workshop 
The committee last vear asked the 
workshop that 


Anderson. chair 


school to develop a 
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St. Francis Hospital, Santa Barbara, California 


The pharmacy is a major 
element of your hospital 
the best pharmacy equipment 
is the original and genuine 
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would provide professional directors 
of volunteers and other participants i. 
hospital services with specialized 
training in the organization and ad- 
ministration of a volunteer depart- 
ment, Mrs. Anderson said. The work 
shop will be held October 6 through 


December 8 


Aids Two-Year Programs 
Creex, Micu 
795,000 have been com 
K. Kellogg Founda 


establishment of 


BATTLE Funds 
totaling $1 
mitted by the W 
tion here for the 
“Junior and Community College Edu 
cation for Nursing” programs in New 
York, Florida, Texas and California to 
provide two-vear basic nursing pro 
grams leading to the associate degree 
the Foundation has announced. Major 
uses of funds will be for preservice 
and inservice education for faculties 
consultation services, aid toward es 
tablishment of curriculum demonstra 
tion centers, and direct financial aid 
to selected junior colleges for a pre 
planning veal the innouncement 


stated 


N.1.H. Clinical Center Adds 
Four-Story Surgical Wing 
Beruespa, Mp Construction of a 
four-story surgical wing addition to 
the Clinical 
nounced by the National Institutes of 
Health here 
Che building 


structure 


Cente! fs been an- 


will be a circular free 


standing of reinforced con 
crete, attached by an enclosed corti 
dor to the southwest side of the cen 
ter. Two Hoors will be used for sur 
gery primarily heart and neurolog 
ical, another floor will accommodate 


an observation room and laboratories 


Artist's rendering of new addition 


and another will be used for the blood 


bank activities the 
] 


nounced 


( ompl tion of the $1.965.000 sur- 


Institutes an 


gic al facilities is scheduled for early in 
1961 
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NEW! 

FOR THE 
PREMATURE 
BABY 


DAVOL PREEMIE NIPPLE 


FOR 
WIDE-NECK 
NURSERS 


The new Preemie Nipple, made of soft, 
pliable pure gum, enables baby to feed 
comfortably and satisfactorily. Special 
air vent reduces air swallowing, nipple 


FOR NARROW-NECK NURSERS 
This Preemie Nipple is made of natural 
latex for extra softness and pliability. Its 
tip is small to fit baby’s mouth. The bulb- 
shaped base can be gently squeezed to 
assist in the feeding of very weak infants. 
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collapse. Smooth inside surface ts 
easy to clean. Its distinctive shape and 
color provide for easy identification and 
quick sorting by hospital personnel. 


BABY PRODUCTS 
Designed with Bat y in Mind 


DAVOL RUBBER COMPANY 
PROVIDENCE 2. R.1 
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Honeywell Coordinated — 


...an answer in 3 parts—to 3 basic problems 
in hospital efficiency and patient satisfaction 
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For centralized control of all temperature functions and operations— 
Honeywell’s new Selectographic Supervisory DataCenter* 


s required. Power 


U separat fal 
i 


Now a building engineer can “‘see”’ up to 


read and adjust critical 


system diagrams and floor plans 
temperatures throughout your hospital all at one cen 
trally located console. He can quickly read and adjust 


temperatures in public areas such as halls, cafeteria, wa 
ing rooms, lobby. He can start and stop heating and 
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Temperature Control 


For patient comfort — Honeywell's 
Bedside Pneumatic Thermostats 


These individual room thermostats provide maximum 


patient comfort and give your nurses more time to devote 


to protessional nursing 


Patients are able to adjust room 


temperatures to suit themselves without bothering busy 


nurses 


dow s. filling hot 


cooling equipment, 


water 


carrying 


Nurses are freed from opening and closing win- 


bottles, a 


} 
t 


ljusting heating and 


jlankets and many other 


chambermaid chores that occupy their ume 


For centralized control of special areas— 
Honeywell Hospital-Master™ 


17] | | 
From one small control panel located at the nurses station 


on special floors the nurse can control temperatures in 


mental detention wards, 


ants are either too busy 


delivery rooms, surgery rooms 


and other areas where the occu] 


or incapable of n ng temperature adjustments. Sur 


geons can now have the temperatures they like best in 


these witl nperatu yuickly and efhciently 


change 


areas, 


1tO meet special circumstances 


Honeywell has the complete answer to your hospital’s temperature control needs 


Inthe Selectographic Su 


Master, Bedside Pneumatic Thermostats 


tion of al 
hospital field gives you 


efficiency at lower cost 


*Trademark 
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| these feature 


pervisory DataCenter, Hospital 


ora compina- 


s, Honeywell's experience in the 


these benefits: greater operating 


longer equipment life. 


} ’ } | 
operational Savings that liquidat ) and above all, 


a more etthcient hospital staft ; happier, more comfort 
able patients. Get complete information by calling your 


local Honeywell office. Or write Minneapolis-Honey- 


well, Dept. MH-9-27, Minneapolis 8, Minnesota 


Honeywell 


3, September 1959 
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State Group Issues Report 
on Georgia State Hospital 
Alleged Irregularities 


MILLEDGEVILLE, Ga.—A committee 
of the Georgia medical association has 
completed its study and report on al- 
leged irregularities in the state mental 
hospital here, according to the A.M.A 
News. 

The report recommended transfer 
of supervision of the hospital from the 
state welfare department to the state 
health department, retirement of the 
hospital superintendent and appoint- 


ment of another qualified psychiatrist 
to the position, and removal of the 
hospital's chief surgeon. 

The study also confirmed reports of 
surgery by a nurse, use of investiga- 
tional drugs on patients without their 
consent or consent of relatives, and 
employment of staff doctors only par- 
tially rehabilitated from addiction to 
drugs or alcohol 

Gov. Ernest Vandiver, who acted 
on the first recommendation the day 
he was given the report, praised it as 
one which “forms a worth-while chart 
for future progress.” 
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Color - Keyed 


TERMINAL DIGIT FILING FOLDERS 
Speed Filing and Finding 
of Hospital Records 


Made for filing of medical records according 


to the terminal digits of the hospital number, 


our complete line of color-keyed folders will: 


@ Eliminate application of colored tapes. 


@ Help to find filing errors immediately. 


@ Simplify your record filing procedure. 


® Guarantee that files expand evenly. 


@ Reduce possibility of misfiling records. 


@ Increase file clerk productivity by 30%. 


@ Expedite transfer of old medical records 


For Sample Folder, Write Now to Dept. 591 








Physicians’ Kecord Company 


y ot 161 W. Harr 


3000 S. Ridgeland Avenue 


son St., Chicago, Ill.) 


° Berwyn, Illinois 
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Call Medical Experts as 
Witnesses in Malpractice 
Suits, Surgeons Suggest 


MonTREAL. — One unfortunate re- 
sult of the increasing incidence of 
suits for malpractice is that competent 
surgeons may feel harassed and in- 
hibited even when their knowledge 
and skill have been employ ed effec- 
tively in the best interests of their pa 
tients, a panel of surgeons agreed here 
during a sectional meeting of the 
American College of Surgeons 

Led by Dr Aitken 
as moderator, the panel on profession 
al liability also agreed that the cause 


Alexander P 


of justice would be aided in malprac 
tice suits by widespread adoption of 
the system now being tried out in 
California and New York, where per- 
manent panels of medical experts are 
available to be called as impartial ad- 
visers or expert witnesses in cases In- 
volving controversial medical  evi- 
dence 

The sectional meeting here brought 
more than 2000 phy sicians and nurses 
to attend and take part in a four-day 


program of lectures, 


Symposiums, 
panel discussions, and clinics in gen- 
eral surgery, the surgical spec ialties, 
surgical nursing, and related topics 
Medical opinions are not binding 
upon the court in a malprac tice case, 
W. C. J. Meredith, dean of the McGill 
University faculty of law pointed out 
in the panel discussion on malpractice 
The court and jury are free to draw 
their own inferences from the facts 
and accept or reject the statements of 
doctors as they see fit, Mr. Meredith 
said. Nevertheless, he added, it is im- 
portant for physicians testifying in 
such cases to take the responsibility 
seriously and prepare for it carefully 
“It is important, especially during 
cross-examination, to listen carefully 
to the questions, and to be sure that 
they are fully understood before reply . 
ing,” Mr. Meredith told the audience 
“If a question is not clear, and many 
are not, the witness should request an 
Moreover, a doctor, like 


anv other witness. should answer onlys 


explanation 


the questions put to him. To volunteer 
unrequired information usually opens 
new doors, sometimes with unfortu 
nate consequences “ 

At a session on hospital infections 
Dr. Lyndon E 
Administration department of medi- 


Lee of the Veterans 


cine and surgery said that approxi- 
mately 50 per cent of all hospital in- 
fections are acquired in the hospital 
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You Need The SAFETY itil 
And Quiet of RUBBER . “*, 


‘Ive just 


ON HOSPITAL STEPS, 
HALLWAYS, LOBBIES, 
RAMPS, ELEVATORS 


MELFLEX Molded Rubber step treods 
ond flooring hove the resilience thot 
outlasts most other covering 
moterials A resilience thot gives 
quieter cushion, more scuff ond weor 


, 
resistance for grecter econom with 
“y ——- HEAVY DUTY 


less need for maintenonce oftention— 


seen 
ad new 
ond more slip-proof service under oll MOLDED RUBBER 
conditions of troffic r STEP TREADS * 


RIBBED FLOORING . . . i) Mis, in novtisne x American 


colors © 
MELFLEX Heavy Duty Ribbed flooring squore nose style Heve 
n meorbleized colors end biock gives highest resistence to weor 


ongest trouble-free service under severe Siip-proof. Con be instolied m. a ry 

service conditions . obbies ramps es — type step for ) -P k! 

elevators, corridors PLAIN V na- a A . hy 
SURFACE FLOORING... 


In marbleized colors or black—3/32", 
. or 3/16” thick—some durable 
rubber compound long weoring, 
economical, resilient and quiet 


Cut To Your Dimensional Needs 
Or In Rolls == All treeds ond flooring mo 


teriols ore supplied trimmed to your specificetions 
Fiooring con be supplied in rolls 36” wide 
Write for full information and prices. 


MELFLEX Products Company, Inc. 


H. L. Werferd, President 
410 Sovth Broadway Akron 8, Ohio 
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CAN BE USED 
ON ANY 
STANDARD-TYPE 
WOOD OR 
METAL 
HOSPITAL BED 


NEW MOUNTING SET 
Mounting set shown at left, 


SERVES SAME PURPOSE 
AS BUILT-IN BRACKETS easy to install on all types of bed 
posts, permits telescoping H-130 
BOLT -. ceve Side Rail to be used on all 
Ronin TOP standard-type hospital beds — 
HANGER - 

provides rigid 4-point suspen- 

sion for side rail posts. Side rail 
BOLT. ceve is adjustable in length from 78” 
sorrom to 87”, and is unequalled for 

a LOCK both full-side and half-side pro- 
tection. Mounting set or side 


rail can be purchased separately 


SIMPLE, INEXPENSIVE an, , 
—Seld at LOWEST ~. 
CONTRACT PRICES FICHENLAU BS . 
Controct Furniture a 
; 3 
350) BUTLER ST. PITTSOUEGH 1. PA 
SEND FOR BULLETIN 1067 eC 07) 
£31 THE AMERICAN LAUNDRY MACHINERY COMPANY © CINCINNATI 12 OHIO 


175 























Vol. 93, No. 3, September 1959 For additional information, use postcard facing Cover 3. 





sae 


Ko ~ 


(yy 
Re , 


rey 
i 


tas 


Where else in this hospital 
is standby power important? 


Any list of critical areas or services would include elevators, 
heating system, respirators, aspirators, oxygen tents, com- 
munications, x-ray equipment and various kinds of pumps. 
Interruption of electric power to any of these could be as 
vital to the patient as failure of emergency or operating 
room lighting. 

Onan can supply individual emergency electric plants 
up to 230,000 watts to handle all essential hospital services. 
A wide choice of voltages is available to meet the different 
voltage requirements of electrical equipment. 

Diesel, gasoline or gas models. 


Dual Onan installation 
supplies two voltages 

for essential services 
Complete protection is assured this 
Canadian hospital with a SOKW, 


115/230-volt, 1-phase Onan unit and 
a 35KW, 575-volt 3-phase plant. 


Call the Onan distributor listed in your phone book or write for helpful literature. 


D.W. ONAN & SONS INC. 


ELECTRIC PLANTS GENERATORS ENGINES ENGINE-COMPRESSORS 
3093 University Avenve S.E. @ Minneapolis 14, Minnesota 
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and 50 per cent are brought in from 
outside 
Ninety per cent of hospital-acquired 
infections and 63 per cent of infections 
brought into the hospital are resistant 
to antibiotics, Dr. Lee reported 
“A high incidence of resistant 
strains of bacteria might be expected 
in the hospital because of large 
1 and the 


presence of many peopl who are sus 


amounts of antibiotics usec 


ceptible to infections,” he said. “But 
the comparatively large number of 
people who come in with already r 
sistant infections is a cause for con 
ceTn , 

Approximate! 20 per cent 
general popul ition are resistant t 
or another of the antibiotics, D: 
estimated 

Another member of the infections 
panel Dr. Chester W. Howe of Boston 
University, said the outlook for com 
bating infections is improving The 
problem of infection is being re¢ 
nized and dealt with Di H 
stated. “We are still in a better 
tion, with antibiotics, than 
were before. No doctor would 1) 
clock back. The antibiotics hay 
lv knocked out strepto CCUS 
number of serious infections 
ance, their use has been ben 
he said 

At one of the joint session 
geons and nurses, Dr. T. |. Bo 
chiatrist on the staff of the 
toria Hospital Montreal. said 

ussion to a hospital for 

vavs a crisis for the pers 
to be ope rated on, and for his 
and that nurses can help the patient 
ind family cope W th the 
cessfully in most cases 

A survey of 
mitted to a Cin 
cated 86 per cent of the 

i major ce gree of n 
re rarding their hosp 


Boag reported 
rhe surgeor 

f all be aware that suc 

xist, he said From | 

simple explanations of } weedir 

patient will unde rgo should be 

him he suggested A rem 


in charge ot h S case can n 
| 


part of the ward fam 


Che 
feeling of vulnerability and dis 
tion must be counteracted 

In another address to the 
group, Dr. David Solomon, sociologist 
m the faculty of McGill Universit 
warned against the common practice 
of dealing with patient crises in a rou 
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tine fashion. “Any occupational group 
which makes a routine of dealing with 
other people's crises sets up typical 
kinds of behavior to confront the prob- 
lems,” he pointed out. “There is a high 
emotional involvement of these occu- 
pational groups when the problems 
they deal with pertain to life and 
death. They themselves use four mech- 
anisms to solve their own problems 
to the point where they can give serv- 
ice to those needing it.” 

The 
Solomon were: 

1. They keep a good deal of their 


mechanisms named by Dr 


business secret, ev~a to the point of 
forming their own vocabulary. 

2. They make use of considerable 
ceremony and ritual 

3. They spread their own emotions 
thinly 

4. They depersonalize the human 
material they work with 

“These defenses have a function 
but they can become pathological,” 
Dr. Solomon warned 

Another speaker, Dr. Lawrence G 
Hampson, Montreal surgeon, said the 
emotional problems of surgical pa- 


tients must be studied and treated in- 
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eo-USE A.T.1. STERILIZATION AIDS 


As one...many hands react with a 
single mind! Your surgery team is 
a group — unified as one person, one 
nind and many hands. This team of 
men and women use every ounce of 
intensive training and skill in a fight to 
protect your patients. Significant, how- 
ever, is the fact that no matter how 
perfect the teamwork just one flaw 
in the long chain of routine aseptic 
technique, and all goes for nought! 


A.T.I. has gained a reputation as a 
leader in the development and manu- 
facture of dependable sterilization aids 
A.T.L.’s complete line now includes 
Steam-Clox indicators, Steriline bags 
and tubing, Sterilabels, Catheter Hold- 
ers, Bag Closettes, Needle Holders 
and Nipple Caps. Ask your hospital 
supply salesman to show you A.T.! 
products 


Write For A Free Sterilization Kit: 


Let us send you, without obligation, a 
complete sampling supply of A.T.I. Steri- 
lization Aids. Also included will be a copy 


of “Sterilization Technique,” a valuable 
survey of hospital practice. Write to 
Dept. MH-9 


ASEPTIC-THERMO INDICATOR COMPANY 


11471 Vanowen Street « 


North Hollywood, California 
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dividually. “Our tendency is to treat a 
minor illness in a minor way,” he said 
“But we should assess the patient's 
own reaction to his illness. There are 
those who feel perfectly at home in a 
hospital There are those to whom it is 
a dreadful experience. It is important 
that each patient be given the sort of 
attention which makes him feel most 


secure 


Hospital Council Studies 
Location of Hospital Beds 


New York General care hospital 
beds in New York are better located 
with respect to the city’s population 
than they were five years 
Hospital Council of 
York 1959 


ventory of hospitals and related facili 


ago, the 
New 


annual in 


Creater 


stated in its 


ties released recently 

Since 1954, Bronx and Queens have 
each gained approximately 1300 gen 
eral care beds while Manhattan, the 
traditionally has the 
capita has lost 


the council re 


borough that 
highest number per 
more than 1000 beds 
The total number of beds in 
1639 the 


ported 
the citv has increased 
five-veal period 
Additional facilities for the care of 
premature infants are needed in the 
city, the survey showed. The need is 
particularly acute in Brooklyn, which 
the council noted, accounts for 36 
per cent of the city’s premature births 
but has only 11 per cent of the pre 


mature center bassinets in operation 


Methods Improvement 
Cuts Costs, V.A. Reports 
Man igement 


engineering 


WasHINGTON, D.( 
improvements in u 


ties having a monev value of more 


than $800.000 and a 


proved manpower use of more t 


value im im 
} 


nan 
have been re 


Administration 


man hours 
ported by Veterans 
hospitals for 1958 
These improvements are 
to combat rising costs and sustain the 


600 000 


important 
i 


quality of medical care, the V.A. said 
Through economics studies made by 
V.A. hospital engineers, savings 
man-hours of work have been made 
by use of labor saving devices. An 
other substantial saving in man-hours 
of work has been achieved by use of 
vearls 


materials that do not require 


painting, repair or other annual 


maintenance, the V.A. report said 
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SHELBY brings you 


EXPERT HELP 


on all your printed forms 
and systems 


Shelby Salesbook has been serving 
hospitals for over 50 years. Your 
own Shelby representative knows 
hospital problems. He's more than 
a printing salesman...he can 
help you cut record-keeping time, 
simplify and reduce the number 
of forms you use, and he can show 
you how to eliminate errors and 
lost charges. Finally, he can pro- 
vide you with every type of form 
you use... ata minimum cost. 
Consult him. . . there's no obliga- 
tion. It will save you time and! 
money. 


THE 


SHELBY SHLESBOOK CO. suétey 


SHELBY, OHIO ct i: 
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graduate of the University of Chicago 
and Rush Medical College 

Roger W. 
administrative 


ABOUT PEOPLE 


(Continued From Page 82) Weseli has been ap 


pointed assistant of 





Good Samaritan 

Dr. Lewis L. Robbins has been ap Hospital 
pointed medical director of Hillside nati. A graduate 
Hospital, Glen Oaks, N.Y. Dr. Rob of the Northwest 


American Ps\ ern Universits 


Cincin 


bins, secretary of the 


choanalvtic Association, was direc program in hos 
tor of the department of adult psy 
Foundation a tion, Mr 
R. W. Weseli 


istrative residency at the hospital He 


pital administra 
W est li 


served his admin 


chiatry at 
lopeka, Kan. He succeeds Dr. Joseph 
S. A. Miller, who retired to return to 
Dr. Robbins is a 


Menninger 


private practice is a recent recipient of the American 
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Drawing of new wing for Latrobe Hospital, Latrobe, Pa. $1,257,000 building 
fund campaign, directed by Ketchum, Inc., exceeded goal. Hospita 


is Herbert M. Krauss. Architects: James H. Ritchie & Associates 


The people of Latrobe, Pennsylvania and surrounding communities 


have pledged $1,339,125 against their hospital's building-fund goal 


of $1,257,000... area of only 


a remarkable achievement in a service 


25,000 population. Ketchum, Inc. directed the campaign. 


fund-raising plans with 


We will be happy to discuss your hospital's 


you without obligation. Write or telephone for full information. 


KETCHUM, INC. 
Direction of Fund-Raising Campaigns 
CHAMBER OF COMMERCE BUILDING 
PITTSBURGH Iy, PENNSYLVANIA 
NEW YORK N.Y 
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College of Hospital Administrators’ 
postgraduate training award. Prior to 
his residencv, Mr. Weseli was admin 
istrative assistant at Westlake Hospi 

tal, Melrose Park, Ill 
L. R. Jordan, 
superintendent of Duke University 
Medical Center 


has been ap 


formerly assistant 


pointed director 
of Teaching Hos 

pital and Clinics 

at the Universit 

r of Florida 
Gainesville He 

L. R. Jordan has also been ap 

p vinted 


associate professor ot man 


igement in the university's college 
of business administration and will 
assume his new duties about October 
1. Mr 
from Columbia University and is a 
candidate for the Ph.D. degree from 
the University of North Carolina 
Merle H. 
pointed 
Memorial Hospital of Sandusky Coun 


Ohio. He was formerly 


Jordan has a master’s degree 


Charney has been ap 
assistant administrator at 
tv, Fremont 
administrative assistant at Jewish Hos 
pital Cincinnati. Mr 


the program in hospital 


Charney is a 

graduate of 

administration at Northwestern Uni 
versity 

Alfred J. Sparks has been named as 

sistant administrator of Altoona Hos- 

pital Altoona, 

Pa \ 

of the 

in hospital ad 


graduate 


program 


ministration § at 

the University of 

Chicago, Mr: 

Sparks had two 

A. J. Sparks 
with Columbia-Presbvterian Medical 
Center, New York. He served his ad 
ministrative residency at Strong 
Memorial Hospital, Rochester, N.Y 
Mr. Sparks replaces Edwin B. Augus- 


vears experience 


tin, who was recently appointed ad 
ministrator of 


Hy spital, Waverly, 


is a graduate of the 


lioga County General 
N.Y. Mr 
University of 


in hospital ad 


Augustin 


Pittsburgh program 
ministration 

Dr. Eva F. Fox has resigned as 
medical director of Hospital of the 
Woman's Medical College of Pennsv] 
vania, Philadelphia. She will continue 
as clinical assistant professor of medi 
cine and associate in radiology. Dr. 
Robert L. 
succeed Dr. Fox 

Marvin J. Schumann, 
tive assistant at William Beaumont 


Lambert has been named to 


administra- 
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on Bed Signs 


the LINE-O-VISION bed sign 
by HOLLISTER 


Her 


833 N. Orleans St.. Chicago 10. Ill y — 
In Canada. Hollister Limited OLLISTER. 


160 Bay St.. Toronto 1 





"There's one less worry... 
we started 
using Ident-A-Bands today.” 


Hollister Ident-A-Band, the original, 


the positive all-patient, on-patient identification 


OB nurses stopped worrying about identification mixups 
eight years ago when they started using Hollister Ident-A- 
Bands. And now this swrgical nurse has one less worry— 
thanks to Ident-A-Band and the all-patient, on-patient iden- 
tification idea now recommended by the American Hospital 
Association. Ident-A-Band leaves no room for doubt be- 
cause it's securely sealed—in fact, permanently sealed—in the 
few seconds it takes to custom-fit the band. 

Ident-A-Band offers the positive protection you should 


‘Hollister 


have. And yet it’s so skin-soft that patients know you have 
thought of their comfort as well as safety. Ident-A-Band 
is so easy to apply that it can be done in the admitting 
office in seconds. It's no wonder that Ident-A-Band, the 
original all-patient identification system, is endorsed by 
leading administrators everywhere. In addition to its orig 
inal positive seal, Ident-A-Band now offers two new finger 
pressure seals, thus meeting every need of every depart- 
ment. Write for samples, prices and information 


Hollister Incorporated, 833 North Orleans Street, Chicago 10. Illinois 
Sold in Canada by Hollister Limited, 160 Bay Street, Toronto 1. Ontario 





Mich., has re 


as di 


Hospital Roval Oak 
signed to accept appointment 
rector of Ardmore Hospital Ferndale 
Mich 

Dean M. Crowder has been ap 
pointed to the new position of admin 
istrative assistant of Donald N. Sharp 
Memorial Community Hospital, San 
Diego, Calif. He is a graduate of the 
Emory University program in hospi 
tal administration. He was formerl 
administrative resident at the hospital 

Joseph S. Ryzner has been named 
assistant administrator of Passaic Gen 
eral Hospital Passaic, N.J. He had 
been purchasing agent for the hospital 
since 1954 

Kenneth J. Shouldice, former assist 
ant administrator at Milwaukee Coun 
ty Hospital Milwaukee 


pointed instructor in the graduate pro 


has been ap 


gram in hospital administration at the 
State University of lowa. He has a 
master's degree in hospital administra 
tion from Northwestern University 
ind is a doctoral candidate at Iowa 

Hazel H. Bigger has resigned as ad 
ministrator of Wilcox Memorial Hos 
pital Camden, Ala., to join the nurs 
ing staff of the hospital She has been 
succeeded by John E. Jones, a grad 
uate of Auburn College 

S. Jeffery Pascal has been named 
night administrator of University Hos 
Hillman Clinic, Birming 
succeeding John O. Tuck- 


pital ind 
ham Ala 
er. whose new ippointment was an 
nounced in The Mopern Hosprrac in 
Julv. Mr. Pascal is a graduate of the 
program mn h spital idministration at 
Columbia University. John N. Buck- 
lev has been ippointed evening ad 
ministrator at the h spit il succeeding 
Ronald D. Burton. Mr. Buckley has a 
masters degree in hospital adminis 
tration from the State University of 
The hosp Oo an 
Mary 
1; 


issistant dil 


lowa 
nounced the appoit t of 
Kate Laumer, R.N., as 
rector of inservic du on. She had 
previously been direct of inservice 
education at St. Vincent's Hospital 
Jacksonville, Fla. She is a graduate of 
Birmingham Baptist Hospit il’s school 
of nursing. Bill Clayton Burbank has 
been named to succeed Jess R. Co- 
wart as credit manager of the hospital 

Joseph L. Faletra has been ap 
idministrator of 
Somerville Hospital, Somers ille, Mass 


He is a graduate of the Northwestern 


ponte ds assistant 


University program in h spital admir 
istration. Mr Faletra has been ad 
ministrative resident ind administra 
Newton Wellesle: 


tive assistant of 
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Hospital Newton Lower ills, Mass 
for the last 13 months 

Katherine White-Spunner has bee: 
promoted to director of Mobile In 
firmarv, Mobile, Ala. Administrator of 
the hospital for the last 26 vears, Miss 
White-Spunner is a formes president 
of the Alabama Hospital Association 
E. C. Bramlett, assistant 
tor and business manager for the last 
10 vears, was named administrator 

Claude L. Weeks, administrator 
East Coast Hospital St 


Fla., has resigned effective September 


idministra 


Augustine 


30 to begin work on a master’s degree 


hospital administra 
rsity of ( hic iv 


Robert E. DeBacker 
. nits 


Darwin O. Finkbeiner has bee 
pointe | idmit trator t Ot Tu 


Memorial spit Ont 


Mich John D. Rollins 


Sterilizing and Storage Racks 


« To simplify handling in autoclave 
To give extra protection in storage 
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BONE SCREW CASE 


Holds 112 screws. 8 each 
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FOR JEWETT NAIL-PLATE 
combination Hold 15 
combination Measuring 
rule on tock bar 





FOR HOKE STEOTOMES 
6° of 7° lengths Viny 
protects cutting edge 


ZIMMER MANUFACTURING COMPANY 





Warsaw, Indiana, U.S.A. 
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July. Mr. Finkbeiner is a graduate of 
the University of Michigan program 
in hospital administration. 

Richard G. Shedd has been ap 
pointed administrator of Wabash 
County Hospital, Wabash, Ind. Ber- 
nice Ford had been acting adminis 
trator. 

Glen W. Fausey, former director of 
Edward W. Sparrow Hospital, Lan- 
sing, Mich., has succeeded Irving A. 
Taylor as administrator of Memorial 
Hospital, Warren, Mich. Mr. Taylor 
resigned from the hospital to accept 
a position as hospital adviser to Cam 
bodia for the International Coopera- 
tion Administration. Mr. Fausey has 
been in hospital work for 38 years and 
has served as president, treasurer and 
a member of the board of trustees of 
the Michigan Hospital Association, as 
well as a member of the house of dele- 
gates of the American Hospital As- 
sociation 

A. A. Hummel has been appointed 
administrator of David 
Memorial Hospital, Naples, Tex 

Glenn C. Williams, controller of 
Butterworth Hospital, Grand Rapids 
Mich., for the last six vears, has been 
appointed director of Mary Free 
Bed Guild Children’s Hospital, Grand 


Granberry 


iW @ 





Rapids. He succeeds Nellie Koster, 
R.N., who resigned 

Raymond F. Poore has been named 
administrator of the new South Miami 
Hospital, South Miami, Fla. now 
under construction 

George P. Mancuso is the new as 
sistant administrator of St. Mary's 
Hospital, Marquette, Mich. A grad 
uate of Northwestern University, Mr 
Mancuso served his residency at 
Grant Hospital, Chicago 

Elizabeth G. May has been ap- 
pointed administrator of ( rippled 
Children’s Hospital, Corpus Christi, 
Tex 

John D. Tubbs has been appointed 
assistant administrator, Community 
Hospital at Glen Cove, Glen Cove, 
N.Y. He succeeds Frank A. Mack, 
whose new appointment was an- 
nounced in The Mopern Hosprrat in 
July. Mr. Tubbs is a graduate of the 
school of public health and admin 
istrative medicine, Columbia Univer 
sity 

Robert A. Tittle has been appointed 
administrative Jackson 
Memorial Hospital, Miami. He is a 


graduate of Northwestern University 


assistant at 


program in hospital administration 
Ralph E. Jennings has been named 


assistant administrator of Memorial 
Hospital, Johnson City, Tenn 

Clay Ellis has been appointed ad 
ministrator of Baylor County Hospital, 
Seymour, Tex. John L. Stallings, form 
er administrator, has accepted a posi 
tion in Washington, D.C 

Carson E. Greene is the new ad 
ministrator of Henry County Hospital 
Abbeville, Ala. The new hospital was 
dedicated recently 

George T. Weber has resigned his 
position with the U.S. Public Health 
Service to 
Crawford Hospital District, a new hos 


become administrator of 


pital in the planning stages at Robin 
son, Ill 

Eugene Cowcert 
pointed administrator of Union Hos 
pital, West Frankfort, Ill., succeeding 
Albert Williams. 


Paul A. Teslow has been appointed 


has been ap 


assistant director of Good Samaritan 
Hospital, Puyallup, Wash. He has a 
masters degree in hospital adminis 
tration from the University of Minne 
sota 

Dr. Frederick J. Rachiele has been 
appointed manager of the Veterans 
Administration Hospital, Tucson 
Ariz., succeeding Philip L. Collins, 


who retired 
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THIS INCERT’ SYSTEM (5s JusT ABOUT THE 
most! LooK.. .IN AN EMERGENCY, WE 
CAN ADD MEDICATION TO SEVERAL 
| DIFFERENT SOLUTIONS IN LESS THAN 


irs FOOLPROOF, Too. 
BY LEAVING THE INCERT 
VIAL IN NECK OF BOTTLE 
UNTIL READY FOR USE- 
THERE'S NO POSSIBILITY 
oF MISIDENTIFICATION. | 


: _. AND NO MORE 
NEEDLES, SYRINGES 
OR AMPULES fb 
BOTHER WITH. 
SAVING ALL THAT 
PREPARATION TIME 
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Jeff C. Palin has been named ad 
ministrator of Coulee Dam Commu- 
nity Hospital, Coulee Dam, Wash 
succeeding Albert K. Kelso, who re- 
signed 

Mark Atkinson has been appointed 
assistant administrator of Southside 
District Hospital Mesa, Ariz 


Department Heads 


Grace L. Stumpf has been ap 
pointed director of dietetics at Uni 
versity of Michigan Medical Center, 
Ann Arbor. She had been director of 
dietetics at Ohio State 


Hospital, Columbus, and from 1953 to 


Universit, 


1955 was director of dietetics for the 
Veterans Administration Hospital in 
Ann Arbor. Miss Stumpf has a mas 
ter’s degree from the University of 
Wisconsin 

Lt. Col. Albert B. Hunt has been 
named controller of Walter Reed 
Army Medical Center, Washington, to 
replace Lt. Col. Manley G. Morrison. 
Col. Hunt recently completed a tour 
of duty as instructor and chief, con 
troller subjects branch, at Army Medi 
cal Service School, Ft. Sam Houston 
Tex. A graduate of the University of 
California, Col 


gree i hospital administration from 


Hunt received a de 


Baylor University and is a nominee of 
the American College of Hospital Ad 
ministrators 

Kathleen G. Leadford, R.N., has 
been named clinical supervisor on the 
nursing staff of St. Clare's Hospital 
Schenectady, N.Y. Mrs. Leadford is a 
graduate of Roger Williams General 
Hospital School of Nursing and has a 
bachelor’s degree from Boston Uni 
versity. She had previousl) been eve 
ning supervisor at Maricopa General 
Hospital, Phoenix, Ariz., and director 
of nursing at Pioneer Memorial Hos 
pital, Heppner, Ore 

F. D. Fowler, former hdspital ad 
ministrator in Honduras, has been ap 


pointed purchasing agent of Midland 


Memorial Hospital, Midland, Tex. He 


succeeds James A. Sears. 


Miscellaneous 
Dr. John R. McGibony. prote ssor otf 


medical and hospital administration at 
the University of Pittsburgh, has re 
signed to accept a position as consult 
ant to the ministry of health in India 
He will serve as visiting professor of 
administrative medicine at the All 
India Institute of Medical Sciences 
New Delhi. Dr. MceGibony spent sev 


eral months in India in 1957 as con 


sultant on hospitals and medical edu 
cation for the Rockefeller Foundation 
He was at one time director of health 
of the U.S Before 
going to Pittsburgh in 1953 he was 


Indian Service 


chief of the division of medical and 
hospital resources in the U.S. Public 
Health Service 

Dr. Norman Reeh Ingraham has 
been appointed acting he alth commis 
sioner for Philadelphia, replacing Dr 
James P. Dixon, who resigned to be 
come president of Antioch College 
Dr. Ingraham had been deputy healt! 
commissioner since 1952. He is a grad 
uate of the University of Pennsylvania 
and its school of medicine 

Dr. John H. Talbott, professor of 
medicine at the University of Buffalo 
has been named director of the divi 
sion of scientific publications and 
editor of the Journal of the 
Medical Association. He 
to assume his new duties for the 
A.M.A. about October 20. Dr. Talbott 
succeeds Dr. Johnson F. Hammond, 
who has been on the staff of the 
Journal for 37 vears. Dr. Talbott has 


Medicine since 


American 


Is expe ‘ ted 


served as editor of 
1948 and is the 
100 papers and several books in the 


author of more than 


field of medicine 
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YOU CAN AVOID RETAKES IN MOBILE 


New Westinghouse Newport 200 
won't let you make a bad exposure! 


Here’s why—if exposure is attempted on a line where the kv drop 
is sufficient to reduce penetration to an unacceptable level, the 
new Westinghouse Expose-Sure circuit rejects the technique 
and lights a “no exposure” light. 

Newport 200 is also current conscious! It automatically com- 
pensates via the timer for any change in milliamps—'s» sec 
through 300 mas. For extra-fast timing, ‘so sec is available 
optionally. 

For complete information, please contact your local West- 
inghouse X-ray salesman, or write Westinghouse Electric Cor- 
poration, X-ray Department, Section 380, 2519 Wilkens Ave- 
nue, Baltimore, Maryland. J-08380 


you CAN BE SURE...iF ns Westi nghouse 


WATCH WESTINGHOUSE FOR NEW DEVELOPMENTS IN RADIOLOGICAL EQUIPMENT 
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TERMS: 20¢ a word—minimum 
charge of $4.00 regardless of 
discounts. No charge for “key 
number. Ten per cent discount 
for two or more insertions (after 
the first insertion) without 
changes of copy. Forms close 
1Sth of month. The Modern 
Hospital, 919 N. Michigan 
Ave., Chicago 11, Ill 
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... easier to use, faster 


N EW to apply traction band! 
® Double Seal @ 
SUPER-TRAC 


ADHESIVE TRACTION BAND 
Adhesive backing secures band in place, eliminates 
necessity of shaving the limb. 

Minimum of anchoring bandages required. 
New Polyurethane Foam provides soft, cushioning 
protection to injured limb. 
Super-soft moleskin top eliminates slippage of the 
elastic anchoring bandage. 
Excellent cushioning properties with minimum 
weight for greater patient comfort. 
Hypo-allergenic. . . does not interfere with X-ray. 
Available in individually packaged convenient 
lengths or large economy rolls in four different 
widths, each width 3%” thick. 
2” x 26” 3” x 42° 2” x 10 yds. 
216" x 32” 4” x 42” 214" x 10 yds, 
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THE BERBECKER ‘‘SPRING EYE’”’ 


THREADS INSTANTLY 


HOLDS SECURELY A 
THE BERBECKER Spring 

Eye may be threaded at 

any point on the suture 

merely by forcing the 

suture through the slot 

into place. It is then held 
as securely as though ina { 





solid eye 


This eye permits use of black silk or other non-absorb 
able sutures, as used in the Halsted technique, for 
stomach and other abdominal operations, where tension 
on the wound is excessive. One of many dependable 
Berbecker needles obtainable regularly at your surgical 


supply dealer 


15H E. 26 St., New York 10, N.Y 


BeRsecker SURGEONS” NEEDLES 
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How Mt. Sinai Hospital gains 
cee nursing time, cuts foot travel, 
Ce Speeds all services! 


- 4 *y 
“YES, MRS. HAYES — MAY | HELP YOU ?” 


es 
ee egks “IS MY DOCTOR EXPECTED ?” 


AUDIO-VISUAL NURSE CALL SYSTEM. At \it. Sinai, Executone’s two-way voice 


and nurse cuts nurse's foot travel more than 60% allows nurse more 


New York's famed Mt. Sinai Hospital has pioneered in the appli Hospitals throughout the nation have discovered the effective- 


cation of electronic voice communication Starting 14 years ago ness, economy and complete dependability of Executone for al/ 


with its first Executone Intercom System in the Radiology Depart services. Executone’s Audio-Visual Nurse Call System alone is now 


ment, Mt. Sinai quickly extended the use of this modern time serving over 12,000 hospital beds. Find out—uvthout any obligation 
how Executone can work for you as it does for Mt. Sinai and the 
Today. E , mh : entire hospital field. Write to Dept.D-8 for further information 
Oday, Executone s an integral part of Mt Sinai, serving the Executone, Inc., 415 Lexington Avenue, New York 17, N. Y 
entire hospital. With 325 beds already served by Executone’s Audio (In Canada—331 Bartlett Avenue, Toronto.) 


Visual Nurse Call System, Mt. Sinai has applied other Executone 


saving equipment 


intercom and sound systems to its many services and departments 


Thousands of needless steps are saved daily at Mt. Sinai with 
Executone—clear, distinct two-way conversations take place at the 
touch of a button. The over-all result is more personalized patient 


care and improved administrative efficiency HOSPITAL COMMUNICATION SYSTEMS 
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NON-CORRIDOR PAGING. Doctors’ paging calls at CENTRAL KITCHEN COORDINATION. An average of RADIOLOGY TRAFFIC CONTROL. Handling 

Mt. Sinai are reproduced at Nurses’ Stations—not in 6600 meals are served daily. Executone speeds activi of patients coordinated through Executone 

Patient Corridors. (Arrow indicates paging unit.) ties with communication between Steward, Dietician between technicians, Reception area, Dark 
Food Preparation and Serving areas room, Film Files, and Chief Radiologist. 
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POSITIONS OPEN 


YOU CAN REDUCE MANY OF THESE COSTS! 


By having the refrigeration system designed to meet your 
specific requirements and by buying the entire system of 
equipment from a manufacturer with a background of 
experience and reputation in this highly specialized field. 

Frick Company has been designing, manufacturing, and 
installing commercial and industrial refrigeration systems 
since 1882. 

Whatever type you need—cold storage, ice making, 
air conditioning, quick freezing, very low temperature, or 
process cooling—Frick engineers will design a system to 
serve you with dependability and economy. 


Let FRICK ENGINEERS Provide a Frick System for 

You Today. 

OFFICES AND DISTRIBUTORS WORLD-WIDE sy and laboratory n 
DEPENDABLE REFRIGERATION SINCE 1882 “me , ciel teens -seiaiaeinae a 
RIC KC Oe 

: SSO 1 O 
WAYNESBORO, PENNA.. U.S.A. iaieaiiieainae tine 
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HEAVY-DUTY 


TOPS IN QUALITY...SENSIBLY PRICED 
SIMONIZ HEAVY-DUTY FLOOR WAX 


It’s your perfect answer to reduced maintenance costs where busiest floors take a 


relentless pounding--day in and day out. Its pure wax base resists wear and abuse 


. saves hours and hours of costly maintenance on any ty pe of floor 
Simoniz Heavy-Duty Floor Wax dries to automatic high-gloss beauty — vet is buff 


able to permit repeated recovery of original appearance. Strips cleanly and easily 


MEAVY DUTY without extra scrubbing 
P RESIS 
You always get professional quality that’s sensibly priced, too, because—SIMONIZ 


MAKES IT 


Order from your Simoniz Commercial Product 


Simoniz Company (Commercial Products Division — MH-9) 
2100 Indiana Avenue, Chicago 16, Illinois 


Without obligation pieose send details on new Simon 


, Heovy-Duty Floor Wax 
L Please senc nome of neorest S moniz c str 
FOR LONG WEAR - LESS CARE Now Ti 


Heavy-Duty Fleer Wox « Non-Scuff Floor Finish « Super Anti-Slip Fleer Finish « 
Triple ‘A’ Paste Wex « Heavy-Duty Viny! Sponge « All-Purpose Concentrate Floor 


Cleoner « Hilite Furniture Polish 
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emery Pl] AQUE 


Consult International 
Bronze for dignified, 
permanent bronze pleqves. 
Remember, there's no finer 
eid te fund raising . . . 


FREE Wlustrated brochure 
shows hundreds of original 
ideas for reasonably-priced, 
solid bronze plaques, name- 
plates, memorials, etc. 


INTERNATIONAL BRONZE TABLE 
] West 22nd St., New York |] 


. 


Syracuse is high-fired, vitrified 
china fused to a lustrous steel- 
hard glaze to prevent crackling 
and crazing . . . resist chipping 
and breaking . . . protect against 
scratches and absorption of bac- 
teria . . . withstand extreme heat 
without harm to surface or deco- to; B.S. and teaching experies 
ration. Really hospital clean—as caaliee enteenta ae sane te D 
renga ne ae eens THIS 
Syracuse offers such ag Macnee ii <<ilis 
Nein pangen ent FRUCTORS Cincy os ma: NEV’R DRIP 


Works Overtime 


To Save Money 


Four big Bassick rubber-tired 
swivel costers and a super- I i/ 
tough, heavy-gauge steel —_—_— 
platform moke this sweet- uv od 
heert of a dolly amazingly 
versatile. It's @ real work- ,.-—J) 
horse in any restovrant or i 
+ nani : ae = = be used ICE 

“ * : - or scores o oad-carrying 
ce-saving Trend shape “ ‘ ‘ . jobs. One-piece drawn steel Cuses 

N t with rigidly-braced under- 

corriege. Hovis up te 500 


. Ibs without strain. Drip- vT-.e 
proof, sanitery and a cinch . 
; te clean, and quiet, of course 
a #, OK ! ave yica 
' aml =Pediatrics; De Ask fer this and other work-savers at your 
sing , . at } faverite Bloomfield deciler. if 
| <1 nd education require : you do not heve a dealer near- +10” 
i CORP a ‘ , by, write for your copy of the 
} be na “thine eae: cage e234 Bloomfield catalog 
ie SYRACUSE 4, N.Y. . ee aeetes | 
Aah n t S, Sewiekh ; BLOOMFIELD INDUSTRIES, INC. 
: 4546 W. 47th STREET. CHICAGO 32, ILLINOIS 
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PRESS SHUT 
Gentle Finger pressure 
closes Velcro securely — 


stays closed. 





PEEL OPEN 
The two Velcro surfaces 
separate easily when 


“peeled” from the edge. 





STRONG 

Velcro resists strong 
lateral strain—won't 
come open in normal 


weor. 


NORMAL LAUNDERING 
W ashes with other 
laundry—tumble dried — 
flatwork finished 

NOT TO BE PRESSED OR IRONED 


Augeleca 


UNIFORMS 





1427 Olive St., St. Louis 3, Mo. 

107 W. 48th St., New York 36, N.Y. 

177 N. Michigan Ave., Chicago 1, Ill. 
1900 W. Pico Bivd., Los Angeles 6, Calif. 


Vol. 93, No. 3, September 1959 


Angelica’s V-Grip' Patient Gown 
with VELCRO° CLOSURE 


NO TAPES! NO KNOTS! NO GRIPPERS! 
NEW PATIENT COMFORT 


Patients will enjoy new comfort, in this new cown that 
has no bulky knots or tapes to irritate, chafe or annoy, 
A two inch square patch of Velcro, the amazing nylon 
fastening material, takes the place of each pair of tapes. 
The patient feels no bulk—the gown closes securely 
stays closed with no gap. 
SUPERVISORS APPROVI 

Nurses save time and energy when their patients are 


comfortable and quiet. Angelica “V-Grip” patient 


gowns mean fewer nurse calls, fewer bed and bedding 


adjustments. Velcro never touches patient's skin when 
closed. It all adds up to more time for nurses, healthful 
rest for patients. 
HOUSEKEEPERS SAVE WORK 

Say goodbye to tape repair and extra trips to the linen 
shelves to replace torn gowns, Because Velcro fasteners 
are flat and stitched on all four sides, they can't come 
loose. When you buy the tapeless V-Grip gown you 
eliminate the biggest cause of repairs 

TESTED IN USI 
Angelica “V-Grip” Patient Gowns have been tested in 
actual hospital use. They have been hospital laundered 
repeatedly — mangled —have undergone rigorous trials 
and laundry tests on commercial equipment. 


Ask For A Demonstration Today. You'll be amazed at 
the simplicity and strength of this revolutionary new 
fastening material. A simple demonstration will show 
you how Angelica’s V-Grip can cut dollars from laun 
dry and repair bills, add to patient comfort, ease work 
load of nurses and housekeepers. Clip the Coupon 
and Send it in Today—For Free Demonstration- 








ANGELICA UNIFORM CO. 
Address to nearest office 


ve St., St 3M 177 N. Michigan Ave., Chicago 1 


) W. 48th St, New York 36, N 900 WF Bivd s Angeles 6, Calif 


We're interested! Ask your representative to contact 


us at once to arrange a demonstration of Angelica's 
new patient gown with Veicro, the Magic Fastener. 


Hospital 





City & State 
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by file costs? © 


VERTI-FILE can save you money! 


Here’s how! The new modern system for 
filing active records... VERTI-FILE... 
costs as little as $3.28 per lineal foot of ac- 
tive filing space—whereas a conventional 4 
drawer unit costs $10.68 a lineal foot. 

You see, an 8-shelf VERTI-FILE provides 
space for 23!'/) lineal feet of files . . . and at 
the same time positions them for 35% faster 
filing plus more efficient usage. A regular 
4 drawer file gives only 824 lineal feet of 
storage space. 

So save with VERTI-FILE. 


Call your local DeLuxe dealer or write direct. 


DELUXE METAL PRODUCTS CO., Warren 16, Pa 








(JD [= [TT |S |] metac propucts comPANY , 
A DIVISION OF uy METAL MANUFACTURING CO. Palo Al 
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ance Radiant Acoustical Ceiling 
Especially Advantageous for Psychiatric Hospitals 


The Burgess-Manning 
Radiant Ceiling has many 
features that make it es- 
pecially desirable for all 
hospital buildings designed 
for psychiatric use. 


With the Burgess-Manning Radi- 
ant Acoustical Ceiling there are 
no hot radiators or registers with- 
in reach that can harm, or be 
harmed by an irresponsible per- 
son. The panels that transmit 
radiant energy for heating or 
cooling the space are located in 
the ceiling. Thermostatic controls 
can also be located out of reach 
With the Burgess-Manning Radi- 
ant Ceiling as the heat source, 
floors are always comfortably 
warm, and there is no appreciable 
variation in temperature from 
floor to ceiling, or in any part of 
the room 

Acoustically this ceiling ab- 
sorbs noise and provides maxi- 
mum quiet for patients and staff 

The absence of drafts caused 
by convection currents, largely 
unavoidable with other heating 
systems, is another feature that is 
especially desirable in hospital in 
stallations 

These considerations prompted 
the selection of the Burgess- 
Manning Radiant Acoustical 
Ceiling for the Marquardt Build 
ing almost as much as its other 
features—superior comfort con- 
ditioning, economy of operation, 
low cost maintenance, and the 
virtually instantaneous response 
to thermostatic control 


eer 


Marquardt Building, Augusta State Hospital, Augusta, Maine 








Radiant Acoustical Ceiling Structurally Simple 


Considering the triple function—heating 3. Acoustic Blanket 
cooling and noise control—performed by + wpnpaeereee 
the Burgess-Manning Radiant Acoustical 
: ble sound-absorbing 
( eiling its construction is amazingly sim 


blanket, with the re 
ple and compact. It consists of only 4 major , 
quired noise reduc 


parts tion coefficient is 


1. Suspension laid on top of the 
The standard suspension system of 1! suspension grid 
channels on 4 ft. centers is ordinarily used 


2. Water Circulating 
Coil 
The grid type coil is 
made from pre-fab 
ricated headers to 
which 14" laterals 
are welded. A sinu panels of the proper 
ous type coil can be ; 
thermal conductiv 
used where condi , 
ity are attached di 
tions make it desir - 
: rectly to the water 
able. Either type . 
circulating coil 
coil is attached di 
rectly to the suspen 
sion grid 


4. Snap-on Panels 


Heavy gauge per 
forated aluminum 


id 


This isometric drawing shows all 
4 parts assembled—a relatively 
sumple construction that replaces 
the conventional radiators, or hot 
air ducts used for convectional 
type heating, and that permits r 
duction in size of ventilating air 
handling equipment such as blow 
ers, fans, coils, filters. et 


These and other economies permit installation of Burges 

Manning Radiant Acoustical Ceiling at a cost equal or lower 
than would be paid for various combinations of convection 
heating and air cooling, plus a suspended acoustical ceiling 








Write for descriptive 


Burgess-Manning Catalog 


No. 138-2M 


Vol. 93, No. 3, September 1959 


SEE OuR CATALOG 


in Sweers 


BURGESS-MANNING COMPANY wm sweet 31 
Archelecturad Preduate Dinision [_ — 


47 Eas! Park Avenu Liber 
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[ty 4 MODEL MAS-236V: Lavatory 
| . Cabinet des shower, f 


custom windows 





READY TO INSTALL IN 
ANY HOSPITAL ROOM 


These are the lavatory units that have been widely 
acclaimed by hospital administrators and architects 
SPACE-SAVERS are so marvelously compact, and so 
mechanically efficient they need only one-fourth the 
space of a conventional lavatory fixture 


They make a private lavatory possible for any room 


Windows rated A-plus ' 
in your hospital. They provide complete bathroom 


for controlled quality facilities. They conserve costly space in buildings 

being constructed or being modernized 
eee factory assembly. Made of sanitary stainless steel, highly polished, 
installation and service. easy to keep clean, foolproof in operation. Shipped 
ready for quick hook-up to your drain and water 


lines. Single or multiple installation 


he abe ote he he oe oe oe oe oe ob oe + 4 ' Dimensional changes can be made to suit your par 


The Adams & Westlake Company ticular application. Write for Color Brochure and 


Dept. J- 4209 Elkhart, Indiana & Price List 


Please mail new catalog on Adiake double hung, 


ee ANGELO COLONNA, INC 
C) Architect f ° 


name 7] Buitser TRAVEL-LAV Diviston 
firm Ph enn Westmoreland & Boudinot Sts.¥) 
address ~ Philadelphia 34, Pa. 
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when you buy 


CLEANING MAINTENANCE SUPPLIES... 


Emblem 


it’s your assurance of Reliability and Integrity 


Only members of the NaTIONAL SANITARY SUPPLY 
ASSOCIATION display the above emblem. Strict mem- | 
bership requirements are your assurance that products 
and services offered will be of the highest quality and | 
dependability. NSSA members have had long, suc- | 
cessful experience in sanitary maintenance equipment 
and supplies—they can offer creative assistance in sup- | 
plying your needs. 


NATIONAL SANITARY SUPPLY ASSOCIATION | 
| 


(incorporated, Not-for-Profit) 
National Headquarters, 159 N. Dearborn St., Chicago 1, Ill. 





NEW REPRINT 
— 1959 — 


PRACTICAL PULMONARY 
FUNCTION TESTING FOR THE 
PRACTICING PHYSICIAN 


by G. E. HORTON, M.D., and A. L. DRERUP, M.D., MEMPHIS 


This reprint limits itself to the pulmonary function 
tests that are practical for the small hospital or phy- 
It describes the 
patient—what to look for—value of chest roentgen 


sician's office. how to examine 
ogram—physiologic tests—forms of respiratory in- 
common 


pco 


sufficiency—9 pulmonary function tests 


pulmonary insufficiency patterns simple 


measurements—sample record form and a lot more 


valuable information 


Write for your free copy. 
Ask for reprint MH 


WARREN E. COLLINS, INC. 
555 Huntington Ave., Boston 15, Mass. 
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ON LY MIST 0, GEN 


Offers all these 
(vantages in a 
Cold Mist-Oxygen Tent 





7 ‘ 7 


Better for the patient: 

e No condensation drip 
is supersaturated with 
mains dry. 

e Nebulizer is outside tent where it can b 
without disturbing patient. 


Although the atmosphere 
the patient re 


aerosol, 


Services 


Easier for the nurse: 

e When folded, the lightweight unit is easily ca 
ried and requires only 8 inches of shelf space in 
storage. 
Zippers placed 
Comes with either open top or closed canopy 
models provide generous tuck space. 

The Mist 0, Gen Cold Mist-Oxygen Tent can be 
used for both adult and pediatric patients 


lor easy access. 


Both 


EQUIPMENT COMPANY 


Nf Ret ° AKLAN f RNIA 
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NURSI Register 
nursing home; 48 


ary ive out; must 


ala 
Harry Feldmar 


Chicago 24, Illi 


general duty t 


suburb, 16 miles west 





POSITIONS OPEN 


MISCELLANEOUS NURSING—Registere 
Nurses (2) Practical Nurses for t 
hospital: salary $28 

board and room § 

gery; 44 hour 

holidays, paid sich 

DeSalaberry 


NURSES Re 
pen; beging 


tructed 


NU RSES—Registere 








* FRAME STAYS OPEN AT 
CORRECT ANGLE 


* NO CLIPS 


* EASIEST TO POSITION 
FILM IN DARK ROOM ~* FILM CANNOT FALL OUT 


* STAINLESS STEEL CONSTRUCTION SPOT WELDED 


SEND FOR YOUR FREE 30 DAY TRIAL OFFER TODAY/ 
Medical Division 


STIRRUP METAL PRODUCTS CORP 


215 Emmet St Newark 5, N. J 
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Remember... 








DISPOSABLE 
NIPPLE COVERS... 


provide space for identification and for- 
mula data . . . instantly applied to nipple; 
Save nurses time...cover both nipple and 
bottleneck. Do not jar off. No breakage. 
Use No. 2 NipGard for narrow neck bottle 
. .. use No. H-50 NipGard for wide mouth 
(Hygeia type) bottle. Be sure to specify 
type desired. 


THE QUICAP COMPANY, Inc 
110 N Markley St {SaCEy 


Greenvitie, South Carolina 


The MODERN HOSPITAL 


\ M 


on page 202) 


for quick, de- 
pendable protec- 
tion to nursing 
bottles . . . use 
the original 
NipGard* covers 
Exclusive patent- 
ed tab construc- 
tion fastens 
cover securely 
to bottle @ For 
High Pressure 
(autoclaving) . . . 
for Low Pressure 
(flowing steam). 
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Davis & Geck Sutures 1909—1959 
50 Years of Service to the Surgical Profession 





SURGICAL 
PRODUCTS 
NEWS NO. 3 





SAFER SUTURE DISPENSING TECHNIC 
CHANGES PICTURE IN THE 0. R. 


Standardization on Davis & Geck Individual Plastic Strip Packs Combines 
Greater Safety With Simplification of Handling, Shipping and Storage Problems 





Old style bulk storage in jars and solu- 
tions poses constant threat of cross 
contamination with “staph.” or other 
organisms, particularly the hepatitis 
virus whose susceptibility to any cold 
germicidal solution is unknown. One 
contaminated suture tube returned to 
a common storage container may con- 
taminate all the rest. In addition, jars 
are heavy, hard to open, difficult to 
store, prone to costly breakage. 


De® 


ure tubes are 
awkward to handle and a time-consum- 
ing nuisance to open. Razor-sharp 
edges of broken tubes frequently nick 
sutures and adhering glass splinters 
may actually invade the operating field 
Unused tubes must be washed, sorted 
and returned to jars 


OLD 


Delivery of sutures, particularly surgi- 
cal gut, on tightly wound reels tends to 
kink and weaken sutures excessive 
handling is required for unreeling and 
straightening 








New Davis & Geck Surgilope SP* ster- 
ile suture strip packs protect each su- 
ture individually in sealed plastic dou- 
ble envelopes, completely eliminating 
the cross-infection hazard of common 
storage in jars and solutions. Compact, 
lightweight 3-dozen cartons replace 
clumsy, fragile jars handling is 
faster and easier, breakage is eliminated 
and shipping costs are sharply reduced 


With Surgilope SP packaging, the cir- 
culating nurse simply strips open the 
outer envelope to dispense the sterile, 
sealed inner envelope containing the 
suture. Three simple, speedy dispens- 
ing technics fit any operating room situ- 
ation. Extra sutures are quickly opened 
as needed, reducing waste and time- 
consuming resterilization 


NEW 


\ 


New Davis & Geck loose-coil winding 


delivers a supple, kink-free suture, 


ready for instant use 


Trademark Patent Pending 





2 important New Suture Lines Announced 


ANTIBIOTIC -TREATED 
SUTURES COMBAT INFECTION 


Avreomycin™ Chlortetracycline- 
impregnated Silk and Neomycin- 
impregnated Cotton Maintain “Zone 
of Inhibition” At the Suture Site 
New Davis & Geck antibiotic-impreg 
nated sutures were developed for use 
in potentially or grossly contaminated 
surgical fields, such as wounds of ex- 
ternal violence, open colon surgery, 
perforated peptic ulcer or perforative 
appendicitis. Implanted in tissue, the 
sutures are surrounded by a wide zone 
of anti-microbial activity. A slow, sus- 
tained release of the antibiotic main- 
tains this zone of inhibition for up to 
twenty days, greatly reducing the risk 
of suture extrusion or sinus formation 

The new antibiotic-treated sutures 
are available in two forms: Aureo- 
surgic” Silk (containing Aureomycin 
chiortetracycline HC! 1.5% by weight) 
and Neosurgic* Cotton (containing neo- 
mycin 0.5% by weight). Both types are 
armed with gold-plated Atraumatic® 
needles for easier identification and are 
packaged in the new Surgilope SP plas- 


LINEAR 
POLYETHYLENE SUTURES 
REDUCE TISSUE REACTION 


New Dermalene” Suture Line 
Also Proves Stronger, Easier to 
Handle Than Other Synthetics 


Foreign-body reaction — and resulting 
impairment of cosmetic results — may 
be significantly reduced with new 
Dermalene Linear Polyethylene Su- 
tures. In comparative studies the Davis 
& Geck polyethylene material has been 
shown to cause less tissue reaction than 
nylon or other commonly used syn- 
thetic sutures, an important advantage 
in plastic and cuticular surgery 

Size for size, Dermalene linear poly 
ethylene sutures exceed even nylon in 
tensile strength on both straight-pull 
and knot tests, and have greater pliabil- 
ity, less stretch and better knot-holding 
properties. Dermalene sutures are 
armed with Atraumatic Elliptron®' 
needles and packaged in Surgilope SP 
sterile suture strip packs 








NEW VIM* HYPODERMIC LINE 


EXCITES WIDESPREAD INTEREST 





Premium Quality Standard 
and Disposable Lines Represent 
an Outstanding Value 
Today, more and more hospitals are 
taking a fresh look at the hypodermic 
equipment field, according to reports 
from the Surgical Products Division 
field sales force. As a result, adminis- 
trators and purchasing agents are find- 
ing that the new Vim standard and 
disposable ‘syringes and needles, with 
their many exclusive features, repre- 
sent an exceptional value for hospitals. 


Exclusive Specialty Items Available 
Included in the unusually complete Vim 
line are many products designed to help 
save time and improve patient care in 
specialized procedures. Among the 
most widely used are the Biegeleisen 
Biopsy Needle, Oden Needle, and 
Insulin Syringe with TruSet Control. 


Exclusive Biegeleisen Biopsy Needle 
Simplifies Procedure, Minimizes Trauma 





Developed by Dr. H. I. 
Biegeleisen, this unique 
auger needle design 
makes routine tissue 
biopsy procedures 
more convenient and 
efficient. The instru- 
ment consists of three 
parts: an outer cannula, 
an obturator, and a 
screw-thread inner cut- 
ting needle. A spring 
clip precisely controls 
penetration as the inner 
needle is rotated into 
the suspected tissue. 
The cutting grooves 
easily detach a speci- 
men of maximum size 
and hold it firmly for 
withdrawal. 














Kindly send me my copy of the new, full-line 


VIM Oden Needle for intradermal Injection 


Particularly useful in mass inoculation 
programs, the Vim Oden Needle fea- 
tures a specially beveled hub and short 
cannula. When rested flat against the 
skin the slanted hub automatically pro- 
vides the exact angle of entry for cor- 
rect intradermal penetration. 


VIM insulin Syringe With TruSet Control 


All Vim Insulin Syringes have specially 
designed tips which reduce insulin 
waste to a minimum. Calibrations in 
contrasting colors make dosage read- 
ing simple and definite. 

The exclusive TruSet Control elim- 
inates the chance of inaccurate dosage 
when insulin is self-administered, by 
allowing the nurse or physician to set 
the exact amount of insulin which the 
patient may draw into the syringe. It 
greatly reduces the possibility of losing 
insulin and prevents the drawing of air 
into the syringe. The syringe may be 
easily cleaned and sterilized without 
removing the TruSet Control or chang- 
ing its setting. 


Surgical Products Division Catalog and Price List. 
Number of additional copies needed, if any (_ ) 


NAME 





TITLE 


please type, or print clearty! 
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Fill out and mail this 





coupon to: 
AMERICAN CYANAMID COMPANY, 


SURGICAL PRODUCTS DIVISION, DANBURY, CONN. 





—— 2 ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee er er, 


: 
{ 


STERILE NON-ADHERENT 
DRESSING USED ROUTINELY 
ON SURGICAL INCISIONS 


Hospitals Find Owens® Contact 
Dressing Simplifies Removal, Does 
Not Restrict Wound Drainage 


Owens Sterile Non-Adherent Dressings 
— both Plain and Neomycin Treated — 
are finding wide usage in surgery. Pack- 
aged sterile in individual envelopes, the 
contact dressings are quickly applied to 
the surface of incisions, burns, ulcera- 
tions, skin graft donor sites or other 
denuded areas, before gauze or other 
wound coverings are “added Non- 
adherent properties are provided by the 
unique microgauge weave, rather than 
by occlusive ointments, plastic film or 
other devices which may impair proper 
drainage. The closely woven Owens 
rayon fabric allows liquid exudates to 
pass freely, but bars penetration by the 
capillary buds that cause wound adher- 
ence. Because removal without sticking 
is assured, dressing changes are no 
longer a painful, time-consuming or- 
deal and healing is generally hastened 
because tissue damage is also avoided 

Sterile Owens Dressings — Plain or 
Neomycin Treated —are supplied 
double-wrapped in individual envelopes 
for convenient application. Sizes are 
3” x 8 and 8" x 12”. 


—_$<$_$——— 
< YTANANT I 
el 


SALES OFFICE: DANBURY, CONNECTICUT 
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detection assured... 


| with Ansco. 


Medical people who know and use Ansco X-ray films approach each case with a unique cer 
tainty. It’s the certainty that grows out of the assurance that each and every sheet of Ansco 
X-ray film represents the ultimate in good film manufacture. This sureness is the result of 
vears of research which has earned Ansco an enviable reputation in the photograph world 
Just compare an Ansco film with any other. Note the 


crispness of the image and the 
tone separation so necessary to critical 


readability 


Why not contact. your dealer or local 


Ansco represent itive today ind le 


detection can be. Ansco, Binghamton, N. Y., A Division of General Aniline & Film Corporatio 


iri just Now Tia 


September 1959 For additional information, use postcard facing Cover 





FOR EASY TO MAINTAIN, 
SLIP RESISTANT 
FLOORS... 


Non-Wax 


POLY-GLO. 
the toughest, 


brightest finish 
for your floors 


One coat of POLY-GLO outlasts 
two coats of conventional floor 
dressings, making it possible to 
cut floor maintenance time up to 
50%. POLY-GLO resists scuff- 
ing, heel marking and water 
spotting, will not yellow. Easy 
to apply, dries in minutes to a 
high luster, and removes easily 
with a neutral cleaner when 
floors are stripped. 


*Rated “excellent” by Underwriters’ Labora- 
tories’ James Machine for slip resistance 


FREE! 32 PAGE MODERN FLOOR CARE 
BOOKLET “WHAT EVERY EXECUTIVE 
SHOULD KNOWABOUT THIS VITAL 
THOUSANDTH OF AN INCH.” SEND 
FOR YOUR COPY 


Branch Offices 
in Principal Cities 
In Canoda; 
Toronto, Ontario 
® 


MASURY-YOUNG CO. 


76 Roland Street, Boston 29, Mass 


© Please have your representative in my 
area call me for an appointment to discuss 
THE MYCO METHOD OF FLOOR CARE 
© Send me free your new floor care | 
“What Every Executive Should Know About 
This Vital Thousandth of an Inch 


| Name 
! Company 


; Address 
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POSITIONS OPEN 


PHARMACIST—Registered ; immediate o; 
ing; interested in hospital career; 30( 
hospital, expansion program; future 
good; salary open. Send complete educationa 
and experience history to Personnel Director 
Northwest Texas Hospital, Box 1110, Ama 
lo, Texas 


PHARMACIST Registered; male or fema 
for 400-bed general hospital in Hawaii; libera 
personnel policies 


ul ife insurance, retirement, 40 hour wee 


hospitalization coverage 
x 
state salary desired. Write Persor 

The Queen's Hospital, P 

lulu, Hawai 
PHYSICAL THERAPIST F expat 
department; excellent portunity for a « 


; pleasant working conditior 
salary commensurate 


giving training 


PHYSICIAL THERAPIST l 

spita salary per excellent pport 
nistrator, Yakima Valley Mer 
kima, Washington 


PSYCHIATRIST—I 


hed or eligible: s 


( t superinter 
lamestown, North Dakota 


PURCHASING AGENT 400- bed 

experte in hospita purchasing; sala 
pen; Central ennsylvania Anply MO 7 
The Moderr spital 19 N. Michigar 


Chicag 1! 


PURCHASING AGENT t gener 
nit spital within |! ! ¢ radius 
ton, Massachusetts; 158-bedg presently 
thona 100-be expanstior if pt 
ave hospital experier sala 
) to $6,000, depending on ability; « 
rtunity Apply Admuinistrat 
iH ita } Washington Street 

Massachusett 


SUPERINTENDENT 
neible f 


for directior 


‘ERVISOR 
hospital 


by 


SUPERVISOR O; 
general hospital; 4 

ment pr ~wran iving quar . 
er month. Apply Director « 
ice, Wadsworth Municipal 

w t Ohi 
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In Administration— 


there is no room 
for error 


| 2 
Baltimore's Hospital - Tested 
Forms Save Time and Costs. 


Baltimore Business Forms 
has spent years in the devel- 
opment of admission forms, 
laboratory forms, billing 
forms for hospital use that 
mean better operation, help 
prevent losses. For samples, 
phone your nearest Balti- 
more Business Forms repre- 
sentative . .. or write us 


Baltimore Business Forms Co. 


3122 Frederick Ave., Baltimore 29, Md. 


























ELECTRIC 
SANI-DRI HAND DRYERS 


* Automatic 24 Hr. Service 
* Cuts Maintenance Costs 85% 
* Eliminates All Towel Costs 


Faster Drying! 


Write Today! 


FOR NEW BROCHURE 
AND PRICE LIST 


THE CHICAGO HARDWARE FOUNDRY CO. 
4199 COMMONWEALTH AVE. + NORTH CHICAGO, HL. 


The MODERN HOSPITAL 





IVORY SOAP... 
Mild enough for a baby’s skin! 


soap mn te spatals cvcrvwhere! 


—one reason why Ivor) is by fa the leading 


There are 233 Separate tests Io! mildness and purity that —wweueuvrvwvvevwvs 


Ivory must pass before it is given the supreme test—baby 


tender skin. Of course, Ivory has passed this test, too—and 
with highest marks—for more than 80 years. More doctor | V O RY 


recommend Ivory than any other soap for both old and young joa yy, 
patients. And today, Ivory has become the leading soap in 

hospitals everywhere. Its gentle lather cleanses thoroughly, “ . 
vet is mild and refreshing even to the most delicate skin. Give ee ee 
Ivory a trial in your institution. It will quickly win you 


confidence, too! 99/100 % pure”... ut floats 


Vol. 93, No. 3, September 1959 For additional information, use postcard facing Cover 3. 








MEDICAL BUREAU—Continved 


If You Are An , 
ADMINISTRATOR classified 


or a PERSONNEL, advertising 
SAFETY, or a 


PUBIC RELATIONS 


DIRECTOR. — ect eee 
’ \ . ASA 





t 


Our experienced staff of con 
sultants in the hospital industry 


can help you visualize your edu 
, ‘ Our 63rd Year 


ationa raining wOLrTam to — : t t i Aa ‘tor 

4 | t in , f 2 ood | MEDICAL 
, | . | d WOODS (RI oe : 

win employee interest, coopera . . . ' . BUREAU 


tion and action, to stop acct ” sehoanaalinat Nd V.Wabash-Chicage. II 


PECHINICLIAN at : . 
dents, (cutting imsurance pre TY 
: , Telephone: RAndolph 6-5682 


miums), prevent costly waste, 


and improve personnel, patient 


and visitor-public relations 
The Medical 


Bureau 


M, BURNEICE LARSON—DIRECTOR 


Telephone DElaware 7-1050 


WE NOW SERVE OVER 900 N. MICHIGAN AVENUE, CHICAGO 
1050 HOSPITALS IN THE 
U.S., AND CANADA 


HOSPITAL PERSONNEL 
DIVISION, M.1.D. 


79 Willow Street 


New Haven, Conn. 
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Super Floker SF-1F 
Mox. daily output 
350 ibs. Occupies 3 
sq. ft. floor space. 





Super Fleker SF-3WSF 
Mox. daily output 
1050 ibs. Occupies 8 
Super Fleker SF-7 SWSF sq. ft. floor space 
Max. daily ovtput 200 Storage bin capacity 
lbs. Occupies 5 sq. ff. opprox. 350 Ibs 
floor space. Storage bin 
capeocity approx. 100 Ibs. 


Mode! SF-5SE 
Max. daily ovtput 
vp to 2000 Ibs 
Tokes 5 sq. ff. 
floor space. 











SCOTSMAN 
ICE MACHINES 


World's Largest Line...Worid's Largest Seller 


SUPER CUBER SC-SOOE SUPER CUBER SC-100F SUPER CUBER SC-200F Combination Ice Machine 
Ice Capacity—Up to 500 Ibs. Ice Copacity—Up to 110 Ibs ice Capacity—Up to 225 Ibs ond Drink Dispenser 
Storage Capacity — Stainless Storage Capacity — Stainless Storage Copacity Stainless Two models—DSI, up to 350 


steel bin stores up to 400 Ibs steel bin stores up to 75 Ibs steel bin stores up to | 50 Ibs lbs. daily capacity—DS2, up 
to 550 Ibs. daily 


PLUS DOZENS OF OTHER SCOTSMAN MODELS FOR EVERY ICE NEED! 


Moke your own SCOTSMAN ice for as little 
os 8¢ per 100 Ibs! Send for FREE 44-poge 
booklet, ‘‘How To Use An Ice Machine.”’ 


NAME__ — 


SCOTSMAN | ... _ 


iCE MACHINES 
More than 5O models of Super Fiakers 
Super Cubers « Super Bins « Combination 
ice Machines and Drink Dispensers 


—— STATE 
MAIL TO: SCOTSMAN ICE MACHINES 
Queen Products Division, King f 

99 Front Street, Albert Lea, Minnesota 
EXPORT OFFICE: 15 Williams St... New York 


ee/ley ; at 


Vol. 93, No. 3, September 1959 For additional information, use postcard facing Cover 3. 








\\ Don’t Mop Hospital Floors 
\ with Dollar Bills! !asstfied 
on <0) Save money -— save time advertising 


with flexible, efficient 
GEERPRES Mopping Outfits 


If you're not using a GEERPRES mopping 
tft, floor cleaning is probably costing y 
Peete em POSITIONS OPEN 


the design features and rugged construction 
to save costly labor time, give maximum WOODW ARD—Continuved 
service life. 





Wringers give you powerful, uniform 
squeezing action—wring mops dry, quickly, 
easily, smoothly, in single operation. Pat- 
ented design keeps splash and spray off 
cleaned floors. Electroplated wringers, 
galvanized buckets end rust—last for years. 
Mops last longer because wringers cannot 
twist, tear, tangle. Ask your jobber or write 
for catalog. 


A & G MEDICAL PERSONNEL 
AGENCY 
834 Second Street 
Lencester, Pennsylvanic 


aeele aL le WRINGER, INC. 


MOPPING OUTFIT scicenteeailiaiiat 
FOS MOPS TO 36-02 P.O. BOX 658, MUSKEGON, MICH oy nee eoler os? 


why are more and more 
hospital washrooms going 


ANESTHESIOLOGIS 


“UNDER TURN-TOWL CONTROL”? 


Because they are finding 

out that towel consump 

tion goes up as towel HOUSE PHYSI 

quality goes down! PATHOLOGIS 
No matter how good RESIDENCIES 

the quality, towels will 

be wasted unless the 

dispensing of them is 

controlled 
MOSINEE TURN 

TOWLS have proved in 

hospitals all over the 

country that they will 

reduce consumption 

40% to 50%. Since the 

quality is excellent, it 

means a fine washroom 

service can be had at 


a low service cost : 
” WINK 
Write for the name of nearest distributor Sadtaghate, Towels 

BAY west PAPER CO. 


Goren Ga) + wc 
eter, of Mer nee Pape le Co 


nursing. ¢ : ra , M 
(Continved on page 208) 
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NURSES SCRUB GOWNS 


that combine style appeal with durability 
IN COLORS >) PRESHRUNK > INDIAN HEAD 


— ge * 
- , 


=, iy) 
, 


* 


o " | 
L A] 
/ / 


» 


A 7s | 


\ 


Slip over style Gown with complete comfort com 
bined with style. Slip over type, oval 


Attractively styled gown concealed Popular scrub gown 
draw belt. Pleasing appearance along with expansion V-neck, cap sleeves 
with comfort and durability waist pocket, belt stitched to sides neck, cap sleeves, gussets under 
122 —White Indian Head ties in back arms, hidden draw belt ties in back 
123J —Jade Green Indian Head 118 —White Indian Head 116 White Indian Head 
123M—Misty Green Indian Head 119J —Jade Green Indian Head 117J —Jade Green Indian Head 
119M —Misty Green Indian Head 117M —Misty Green Indian Head 


order through your surgical supply dealer 


Popular style cap covers the hair 
completely for maximum sterility. No 
pressure points as it holds hair firmly 
in place. With tie tape or elastic back. 
132 —White indian Head 


133j —Jade Green Indian Head J : , , 
133M —Misty Green Indian Head L4espulal (Life EL (TAI. 


95 COMMERCIAL ST. « BROOKLYN 22, N.Y. + EVergreen 3-9600 
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A & G MEDICAL—Continved A & G MEDICAL—Continved 


NURSES DIRECTOR OF} NURSES ; h ADA 115-beds maidw 


Nurse-dire r for OPD; Massachusett anag eds; south 


e 
. wes Male emale; $ 

month plus apartment & meals; Californis TECHNICIANS & TECHNOLOGISTS 

Pennsylvaniz mall hospita sort are f na t ASCP & X-Ray, $338 month 
ampshire 140-beds, salary plu hio. (c) ASCP, 50-bee rad 

— os rtment n we } hed« t nev t it 
advert C1Sit ) NURSES-SUPERVISORS 
e Ca nte east b OR. é 





POSITIONS OPEN 


A & G MEDICAL—Continved 


tructor & NA 


(Continued on page 212) 


LEADING HOSPITALS RELY ON 
HARRIS REFRIGERATION UNITS 
fom 3 fe) 1-3 :jle)Kelc le \i-w Vana y ite 2 


Bethany \ For storage of bone, skin 
tissue, blood vessels 

and biologicals, Harris 

refrigeration units hove 


. - 
will equip proved colder, steadier, 


and less costly than dry 

ice. Eliminating constant 

every maid replenishment of the dry 
ice supply, in time saved, 

convenience, and cost of 


Bethany Hospital, Kansas City, Kansas, ordered the first ne eubeiten Say gay Ce 
themselves in only o 


Gennett Model U-2 Utility Cart after evaluating other Rieti ai dihiie cheaiien 

makes. Accepted so readily by the maids, five more were life. Engineered to avoid Mode! 101-2 

bought for other areas. Now every maid will be so ad loss of refrigerant or pag” od naa ©. cite 

miraby equipped. ® U-2 carries all required for good high pressure build-up 

housekeeping 4) Vy 0 34” x 22” heavy gauge due to electric or woter failure, these units automatically resume 

metal 21” x 11” shelves 1” tubing frame rubber normo!l operation when facilities ore restored. So research labs 
hove found thot they con trust even irre 

wheels and bumpers 6 broom holders 2 brush placeable specimens with complete confi- 

holders . quick removable bag. GENNETT AND SONS = dence to this reliable, accurately controlled, 

INC., One Main Street, Richmond, Indiana automatic refrigeration. All machines com- 


pletely self-contained, requiring only con- 
“7 other models 


nection to service facilities 


Convenient rocks systemize storege, moke 
it easy to find items in voried atsortment 


Sold direct from factory with one year wear 
ranty. Write for descriptive literature, prices 


302 RIVER ST., CAMBRIDGE 39, MASS 
Our 25th Yeor os specialists in refrigeration 


engineering, monulacturing, and service 


For additional information, use postcard facing Cover 3. The MODERN HOSPITAL 





heres the answer to your sanitizing problems: 


ChLEAN-O-LITR 


gets the dirt you can see 


Safe fast cleaning action for any floor or surface. Clean-O-Lite gives you “complete 
soil removal”, At the same time, in the same cleaning operation, 


W gets bacteria you can’t see 


Provides bacteriostatic action against all vegetative organisms. Has a residual effect 
-spilled aqueous liquids re-activate its bactericidal properties. 


ni... W does both at the cost of one 


cleoners, scr pails r : - atts , 
ond mops ore dongerous This one-step detergent Cleaner-Sanitizer works fast and efficiently. Leaves no 


SOMES Seesene Groene soap scum. Eliminates rinse. Trims hours and dollars from your cleaning opera 
tion. It's non-damaging to any flooring. Use this one product for cleaning all hospital 
surfaces and get the extra benefit of sanitizing at no extra cost 


MAIL COUPON NO W! 


Ask the Hillyord “Maintoineer®” 
to demonstrate and recommend proper methods HILLYARD 
of application and dilution. He's a trained floor 
treatment expert. His services and suggestions con 
save you labor and material costs. He's “On Your 


Stoff, Not Your Payrol/ 


ST. JOSEPH, MO. 
Sen Jose, Calif 
Passaic, N. J 


ranches ond Worehouses in Principo 
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PREFERRED 
uKANSAS CITY mo 


BUSINESSMEN, 
EXECUTIVES, 
FAMILIES 


During certain convention periods, all 
available Kansas City hotel rooms are 
frequently taken. 

You can be assured of comfortable ac- 
commodations in Kansas City, by writ- 
ing for your FREE “Preferred Guest 
Card” from the Bellerive Hotel, today. 
The Bellerive—preferred by the family, 
and business executives for convenience 
and courteous hospitality at sensible 
rates—guarantees (with advance notice ) 


100% 
AIR- CONDITIONED reservations anytime of the year to you, 


the preferred guest. Ask for your “Pre- 


7. Ui 
“332 Yi as 


PTT ilk 








Home of the famous 


Rhythm Room ferred Guest Card”, today . . . at no 


obligation. Free Radio & Television set 


CREAMEDIC Free Parking in every Room, Rates from 45° 
BELLERIVE Hotel 


ANTISEPTIC HAND CLEANER AND LOTION 214 East Armour at Warwick Boulevard 


<i BH x BH S* IN ee mt cone HOTEL 
“STAPH"” 








Save your copies of 


THE MODERN HOSPITAL 


yee = — 0 These attractive Jesse Jones 
Latest report from the makers of G-11 Hexa 25 
Volume Files. are made espe 


each cially for THE MODERN HOS 
PITAL. Title and space for 


chlorophene* proves common contact with 
“staph” can now be reduced through an eftective 


program of hand-washing with Creamepic! 


. ” . nformation is embossed with 
By placing “All Hands” — nurses, orderlies, : 


16 karat Id red in 
dieticians, attendants, etc., on a strict hand arat gold. Covere 


washing routine with Creamedic, the spread of leather like Kivar. Red spine 
“Staph” can be reduced by preventing coloni . with beautiful light blue sides 


zation on the skin, reducing transmission via ya Keep your copies free from 


the hands and air! =~ dust with no bothersome wires 

to entangle or damage copies. 

CREAMEDIC OFFERS . These files (holding 6 copies) permit single copies to be re 
3-way PROTECTION! moved without disturbing ethers 


. . aS an antiseptic, as a pink lotion with ATTRACTIVE FOR HOME AND OFFICE 


nell and as a hand cleaner. With these 
quality ingredients, Creamedic costs no more Prices: $2.50 each: 3 for $7.00: 6 for $13.00 


We pay all postage charges in the U.S.A 
Canada and Foreign add $1.00 per order 


Ask your medical supply dealer SATISFACTION GUARANTEED OR YOUR MONEY BACK 


for full details or write direct... Order direct from: 


than ordinary cleaning lotions! 


Magazine File Company 
520 Fifth Avenue 
New York 36, New York 
FREE DESCRIPTIVE FOLDER UPON REQUEST 
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“Will somebody please find Jensen!" 
(With pagemaster® you'd find him in seconds!) 


How often do you waste enormous amounts of time and 
energy—send your blood pressure soaring—because 
you can't find key people when you need them? 

With a PAGEMASTER selective radio paging system by 
Stromberg-Carlson you can reach the people you want 
instantly. You can measure the value of PAGEMASTER in 
terms of time, sales—-even lives 

Here’s how it works. Jensen is equipped with a tran 
sistorized pocket-size radio receiver. When you want to 
contact him, you call him by phone. If he’s away from 
his usual location, your switchboard operator sets his 
private code signal on the encoder (a compact unit 
located next to the switchboard) and flips a switch 

Instantly his receiver and no other—-responds with 


a pleasant, but commanding signal. He knows he's 
wanted, picks up the nearest phone and reports. The 
page au‘omatically repeats every 20 
seconds. As many “Jensens” can be 
equipped with receivers as you want 
You can have a PAGEMASTER system 
engineered to your own requirements, 
whether yours is a single- or multi 
building operation. Systems are avail 
able for lease or purchase. As your 
needs grow, you can add receivers with 
out additional installation cost 
For details, write to 202 Carlson Road, Rochester 3, 
N. Y. Your inquiry will bring a prompt response 


“There is nothing finer than a Stromberg-Carlson” 


STROMBERG -CARLSON 


s oivision or GENERAL DYNAMICS CORPORATION 


September |959 


For additional information, use postcard facing Cover 3. 211 
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OTHER a) Sox 
& child psycl 
without licer 
$240 


iatrist 
with or 
ary scale to 
classification; Florx 
Unless therwise 


W rite for 
No Registration Fee 


details 


Licensed & Bonde 


ennsylvanta 


INTERSTATE MEDICAL PERSONNEL 
BUREAU 
Miss Elsie Dey, Director 
332 Bulkiey Building 
Cleveland 15, Ohio 


ASSISTANT ADMINISTRATORS 
rT t t tate } 


pita cer : 


4 


NEW! None Finer! 


X-RAY 
NEGATIVE 


onserv-a-File 
by 


SUPREME 


TO ACCOMMODATE STANDARD 
14 x 17%—° X-RAY 


NEGATIVE ENVELOPES 


RETRACTABLE DOORS 


Quality-made! Built to last 
a lifetime! Finest, heavy 
gauge furniture steel 
Adjustable shelf dividers 
Bonderite corrosion-resist 
Fire-repelient 
fea 


ant base 

Dust-proof protective 

tures! 

AVAILABLE: in 
units 


4 or 5 tier nT) 


COMPLETE 


WORL 


D 


INTERSTATE—Continued SHAY—Continved 


' £ west 

MH.32 
\DMINISTRATORS i 
on % ita ear State 


Mi gar 


DIRE< 


ita east 


PERSONNEI rORS 


~CHASING AGENTS 
tention aane Chaaiemes PERSONNE! 


ne 


| © 


COMI 


ROLLER 
t l be hospita 


DIRECTORS OF NURSING a) 
: .- ' : 


$ ea 


rive HOUSERKEEPERS 
t ent 400-be new 


Maintenance 


t 
ta 


(ORD LIBRARIANS 


SHAY MEDICAL AGENCY 
Blanche L. Shay, Director 
55 East Washington Street 
Chicago 2, Illinois 
ADMINISTRATORS ‘ Ss 


ita 
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INSTRUMENT 
STERILIZERS 


THERAPY 
EQUIPMENT 


"Safe 


LIME SOLVENT 


SYRINGES 


WATER 
CARAFES 


MED-I-SOLV 
for Hospital Equipment 


An Organic Acid Detergent 








SPECIMEN 
CONTAINERS 


Removes insanitary mineral films 


from stainless steel, glassware, plastics, 


CATHETERS 


metals, enamel, and other surfaces 


Restores and protects original MCDB 


luster and finish. Destroys odor and 


contamination sources 


FAMOUS CONSERV-A-FILE 
SAVES SPACE 


SAVES TIME Enhances germi- 


SURGICAL 


COLOR: Standard Gray or SAVES MONEY 


choice of decorator 
baked-on enamel colors 


LITERATURE! 


: SUPREME street £QUIPMENT CORP. : 


S3rd Street and First Avenue, Brooklyn 32. N.Y 
| ee | 


212 
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cidal treatment. 


APPARATUS 


For Further Information Write 


KLENZADE PRODUCTS, INC. 


BELOIT, WISCONSIN 


LABORATORY 
EQUIPMENT 
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EQUIPPING A HOSPITAL? 











rr, 


Round corner Molded Drawers’® 
are ‘sanitizable”! 


Probably the first thing you'll appreciate about the new molded drawers is their hard smooth 


washable interiors, seamless construction, and rounded corners 


But molded drawers offer many other advantages: 
Hel; inimize housekeeping expense inded corners make cleaning easy. N 


Molded Drawe 
Molded Draw 


eo drawer 


re featuring these drawers. Write to M 








THE LARGEST ASSORTMENT G 
OF INFUSION STANDARDS classified 


.. ty LUMEX advertising 


© SAFETY ¢ PORTABILITY « ECONOMY 
ADAPTO-CLAMP INFUSION STANDARD 








BEDS STRETCHER 


CLAMPS 1NYWHERI PLACEMENT BUREAUS 


« COMPLET T =< 
ree [ MARY A. JOHNSON ASSOCIATES 
11 West 42 Street New York 36, N.Y 
Mary A. Johnson, Ph.D., Director 


FINE SCREENING 
BRINGS BEST RESULTS 


PROVIDES AN ADJUSTABLE DOUBLE HOOK 
HOLDER , i retu tucdy f posi ms and applicants 
roduc tT in seiection 
ecdentiais are 
EASY TO ATTACH AND REMOVE — en Sees 
nd only ho qualif re recommended 
{ both employer 
: aris wi : t applicar from neediess interviews. We 
Li WEY 1{LSO I D 4 Tl RES not advertise specific available positions 
HI-LO INFUSION STANDARDS — With Weighted Ca Se ee ee ee ee 
Base and Telescope Locking et # age ; _ pe ge gem 
FLOOR-LOK INFUSION STANDARDS A ee ee ee a ee 
Portable Models Ex isive F t € 
Tip, Slide. or Move ‘ 10 Nha many interesting penings ! 
ministr ' ”} iclans nesth sts ! 
SLIDE-UNDER INFUSION STANDARDS Sees af Unies, te eden a 
Siides Between Spring And Mattre : ne ’ a ate ey ther cn — 


Or Pad And Stretcher 


Write For Further intormat Prices a Spe 


Be Sure To Specify LUMEX QUALITY ENGINEERING 
For All Your Requirement 





STANLEY 


INDIANA MEDICAL BUREAT 


Trust Bidg 


Bankers 
Indianapolis 4, Ind 


’ 
STAINLESS 
STEEL gg gg cg eB en me 
VACUUM egg ge ge ay Be 
PRODUCTS b ve sete, — anges iiaveriane and 
. ne — : sory spital ar medica 
THEY WILL 
NOT BREAK! 
No wonder the finest hospitals, hotels, 


restaurants and institutions have apeci 3353-3355 VACUUM JUGS DOROTHEA BOWLBY ASSOCIATES 


fied STANLEY for over 35 years. Stain Stainless inside and out. Interior 
bottom pitch eliminates tilting \ Nation Wide Specialized Emmy 
Extra-heavy shoulders. 3 and 5 e For Medical and Hospital Personr 
and saving on replacement gallon sizes. Dorothea Bowlby, Direct 
Suite 603 Willoughby 
/ ANdovwer 3 
uth Michigan Aver 


ig l 


less steel construction of body and liner 
gives the utmost in thermal efficiency 








Mer t \ 4 
Per nt Direct 
Pur asing Agents 
Plant Engineers, Public Rela 
Pharmacists, Dietitians, Fou 
' ‘ < Physica Therapists, O 
tional Therapists, Me al Record Librar 
Nurses 


SERVER — Bite 7320 STAINLESS STEEL PITCHER 1353 INDIVIDUAL SERVING BOWL ar t ns, Anesthetists, Director 
Holds | qt. Keeps liquids hot or cold Stainless steel body and cover. For ‘ Bacteriologists, Biochemists, Microbiolo 
Steel liner never chips or breaks ice cream, soup, cereals. Easy to . Vir : \Tissu = F r 
ithadnen gist irologists, issue Technicians. ALI 
NQUIRIES FROM APPLICANTS ARE 
KEPT STRICTLY CONFIDENTIAI 


mouth, all-steel individual server for 
hot or cold liquids Holds 10 ounces 
Thumb-bft iid 


STANLEY THERMAL DIVISION 


of Landers, Frary & Clark, New Britain, Conn. a 


For additional information, use postcard facing Cover 3. The MODERN HOSPITAL 





Now you can add. 


year ‘round air VA 


conditioning 
evenona 
limited budget 





. = 
Phe. 0 
AN 


Pay-as-you-install system features individual room control 


Modernize as you please—the entire building, a wing For heating, small-diameter pipes deliver hot water or 
or just a room at a time. The American-Standard Type steam from a central boiler to room units. In most 
40 Remotaire self-contained unit lets you add air condi- cases, the existing piping can be used to keep down 
tioning just as you want it and need it. costs. For installations without central heating, a built- 


Type 40 Remotaire cools in summer, heats in winter, ™ electric heating coil can be used. 


does either in between-seasons periods. The whisper- Find 
quiet units are adjusted by the staff for the amount of 
heating or cooling each patient requires. 


out how easily you can add complete year 
‘round air conditioning with a top-quality Remotaire 
system. Contact your American-Standard local office, or 
No central cooling plant is needed because each write AMERICAN-STANDARD, PLUMBING AND HEATING 
beneath-the-window unit has its own refrigeration cycle. Drvision, 40 W. 40 St., New York 18, N. Y 


Br, Avumcas Standard 00 re trademarks of American Ravator & Stancar 


a: AMERICAN a actond 
ens PLUMBING AND HEATING DIVISION 
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NEW ! Hospital Wall Light 


Gracefully Complements the Finest Furnishings 
Complete Patient Room Lighting in a Single Unit 


Universally adjustable reading and examining light . . . separate indirect 
light for general illumination . . . subdued night light 
in receptacle. 

Double-walled reflector is thoroughly ventilated . 
unique, one-piece reverse-spun construction provides 


convenient plug 
. can’t burn patient. Its 


added strength . eliminates seams that may 


loosen or break apart 


104-108 E. Mason St. 
Milwavkee 2, Wis. 
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advertising 











FOR TRAY SET-UPS! 


Simplify food service with a conveyor, designed for 
NEW DUAL TRACK your specific need. There are many combinations a 


of details to choose. Durable, welded construc- 
NYLON BELTING! _ tion designed for easy cleaning and maintenance 
Twin tracks, running in tan Installed as a complete unit no expen- , 
dem, are self tensioning sive extras. Our engineering department > ’ A 
iS always available to assist in 
planning. The Caddy line also includes 
many portable units for handling 
of dishes, trays and racks 


For further information write 
for folder group MH-33 - 


CADDY CORPORATION OF AMERICA 


SECAUCUS, NEW JERSEY 


self tracking and de 
signed for heavy duty 


For additional information, use postcard facing Cover 3. 


MISCELLANEOUS 
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Dietitians 
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THE EGG AND YOU... 


New exclusive SCORE* and EVENT * control wash 
pressure chemically, improve results, increase 
dishwashing machine efficiency! 


. * * 


Recently Economics Laboratory chemists discovered 
that aeration and foaming inside a dishwashing machine 
cut down wash pressure 40 to 50 per cent. This drop in 
wash pressure reduces machine efficiency — promotes 
staining and film build-up and increases compound con- 
sumption 

Economics Laboratory chemists also discovered that 
proteins such as eggs, meats, mashed potatoes and miik 


ECONOMICS LABORATORY, 


SWITZERLAND: Dry A.G 

Genterstr 
Soilax A B 
Kirunageton 32, Vallingby, Sweden 


24, Zurich 2, Switzerland 


SWEDEN: 


Soilox de Mexico, S.A 

10-101, Mexico 6, D. F. Mexico 
Economics Laboratory Canada 
Box 531 Clayson Road 15, Toronto, Ontario 


MEXICO: 
Liverpoo 


limited 


CANADA: 


Soilex International, CA 
Reforme 55, lwyeno, Hovona, Cubc 


LATIN AMERICA: 


INC. 


*Patents pending 


are the major cause of aeration and foaming. Fats were 
commonly thought to be the major cause. Asa result of 
these discoveries two new exclusive products SCORE and 
EVENT were developed. Now for the foam and 
aeration can be eliminated in a mechanical! dishwashing 
machine throughout the entire washing period 
SCORE and EVENT control wash pressure chemically 

they step up the efficiency of all mechanical dishwashing 


resulting in film-free tableware, lower oper 
and 


first time 


equipment 
ating costs in detergents and hot 
EVENT have been scientifically developed and thoroughly 
tested by experts in the Laboratory and in hundreds of 


water. SCORI 


dishwashing operations throughout the country 


FREE! 


Economics Laboratory, Inc 
250 Park Avenue, New York 17. N.Y 
Gentiemen 

| would like the new booklet 
Controlled Wash Pressure 


Writs 
ical Approact o ( 


for a new informative tx 


ntrolled W 


A Chemical Approoch To 


Nome 
Name of Establishment 
| Address 


City 
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SCHOOL—SPECIAL 
INSTRUCTION 


SCHOOL FOR LABORATORY TECHNI 

CIANS—Duratior f irse, 1 year. Tuttior 

$100.00 approved by the American Medica 

For furthe informatior write 

f Laboratories, Barnes Hospita 
“ uis, Missouri 


ingshig ay, St. I 


I CHICAGO LYING-IN HOSPITAI 
AND DISPENSARY { the niversity 


( hicag filers a six-months course 


ST. MARY'S HOSPITAL, Minnea 
t ta, offers a fifteen month cour 


esiology to graduates 


of silent 
cubicle hard 


ANESTHESIA SCHOOT FOR 
I Lancaster, | 
Re 18 rt < a aah o 
WHY GRANT 192007 
Substantial Installation Savings . . . because the 19200 
line is pre-curved — fabricated in full length without splicers. 
Attractive . . . because modern, aluminum 19200 track is 
really streamlined — only 1” wide x 34” deep. 
Amazingly Quiet Operation . . . because friction free nylon 
carriers with new neoprene bumper cushions eliminate all 
contact noise. 
Cleanliness, Light and Air . . . because curtains stack in 
minimum space (carrier diameter is only 2”) . . . and san- 
forized jean cloth curtains are available with open type 
ventilating mesh.(Flameproof optional.) 
Write now for additional data on the wonderful new 19200 
line and other Cubicle products by Grant. 


GRANT CUBICLE HARDWARE 


Grant Pulley & Hardware Corporation 
G, 69 High Street, West Nyack, New York 
944 Long Beach Ave., Los Angeles 21, Cal. 
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Research Proves New Vacuum Cleaner 
Safe for Hospital Housekeeping 


Eliminates Bacteria Feed-Back 


The new Kent Microstat* Vacuum 
Cleaner can be used safely even in pa- 
tient areas of hospitals. Its special filter 
traps all bacteria before the air it takes 
in is exhausted. Recent tests demon- 
strate the 100% efficiency of the Kent 
Microstatic* Impaction Filter in pre- 
venting microorganisms of submicron 
size and larger from escaping in the 
exhausted air.! 

Thus it is superior to “ordinary” 
cleaners which aggravate the airborne 
bacteria problem by recirculating mi- 
croorganisms in the exhausted air 
‘Allen, H. F.: J.A.M.A. 170:261, 1959 
and further research data to be published 


Gently diffused, upward slanted 
exhaust... another Kent exclusive 


The gently diffused, upward deflection 
of the Microstat’s exhaust stream min- 
imizes dangerous turbulence which 
could dislodge bacteria laden dust par- 
ticles from uncleaned portions of 
floors, walls, ceilings, or ledges 
Research determinations have shown 
that “ordinary” machines create such 
turbulence in a test area that a substan- 
tial increase in the count of airborne 
bacteria is observed. After long periods 
of running the Kent Microstat in the 
same area under the same test condi- 
tions, the airborne bacteria count re- 
mained very near the resting level.* 
Wheeler, W. E.: Data to be published 


High-Powered for Fast Cleaning 


The efficiency of any vacuum cleaner 
is determined by the volume of air 
drawn through the machine 

Due to the Kent Microstat's power- 
ful twin motor-fan system, the unit 
draws 145 cubic feet of air per minute 
through the three filters and the muf- 
fler. The Microstat is rated among the 
most efficient vacuum cleaners now on 
the market 

Kent's efficiency is important to the 
hospital executive. It assures more work 


in less time with complete safety 


Quiet Kent Microstat 


Easy on Patient's Nerves 
The Kent Microstat Vacuum Cleaner 
is amazingly quiet. 
Its special patented muffler is de 


signed on the “reverse megaphone 
principle, reducing motor and exhaust 
noise to a virtual whisper 

As every hospital executive knows 
ill people are often extremely sensitive 
to unpleasant sounds. Excessively high 
noise levels have precluded the use of 
“ordinary” vacuums in or near patient 
areas. Kent Microstat’s hushed opera 
tion is thus a marked advantage 


Only Microstat Combines 
all these Features 


. 100 efficient Microstatic Impac 
tion Filter traps all bacteria 


gently diffused exhaust doesn't dis- 

lodge bacteria-laden dust from un- 

cleaned areas 

exceptional quietness for patient- 

area use 

does every cleaning job—including 

wet pick-up—quickly and efficiently 

dacleaner hospital, build 

our housecleaning procedures around 

Kent Microstat 

The Kent representative will be 
happy to explain how the Microstat fits 
nto thoroughly tested and safe house 
keeping technics. Ask him to demon 
strate the Microstat’s revolutionary 
features 

For complete information, ask your 
Kent distributor or write The Kent 
Company, Inc., Rome, New York 


The New KENT MICROSTAT 


SAFE v 
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QUIET v 


EFFICIENT 


For additional information, use postcard facing Cover 3. 





IN HOSPITALS 


Hanovia 
Equipment 


AERO- 
KROMAYER 
QUARTZ LAMP 


Why Chicago Faucets 
| 
1 


ask less “time-out” 
for repairs 


Operating records prove it. 
Chicago Faucets stay leak- 
free far longer because they 
close with the pressure; wash- 
ers are spared the life-short- * 
ening fight against pressure. 
When they do need attention 
just lift out the standard op- 
erating mechanism, drop in a 
spare and put the faucet back 
in service immediately. Prod- 
ucts of more than 50 years of 
specialization, Chicago Fau- 
cets promise you maximum 
service with minimum up- 
keep. And you choose from 
the largest selection available 
of faucets for hospital use. 





SUPER ALPINE 
QUARTZ LAMP 


LUXOR ALPINE 
QUARTZ LAMP 





Powerful, high in- Intense, concen- 
ultraviolet spectrum./|tensity quartz mercury/trated source of ultra- 
Provides intense radia-| arc emits all effective in-|violet for local and ori- 
tion of wide, even dis-| tense bands of therapeu-/ficial application. Air 
tic ultraviolet. 


Delivers complete 


cooled! 


The secret's in this 
standord oper- 
ating unit which 
con be reploced 
os easily os a 
light bulb. 


Ne. 631 Wrist-Operated 
Wash-up Fixture. Also 
pedol- and leg-operated 
types, different spouts, etc. 


The Chicago Faucet Co. 


2712 N. Pulaski Rd., Chicage 39, ii. 


CHI 


FAUCETS 


Building 


the 
Lost AS Long AS 

















Ne. 904 Bed Pan Flusher 
with integral vacuum 
breoker. Others with con- 
cealed piping, different 


spouts and sprays, etc. / 


tribution. 





— 











proving high clinical value 


of ultraviolet therapy in treatment of 
all these diseases and conditions: 











HERE'S HELP — 
if you buy or specify 
favcets for hospito! 
vse write for complete 
catolog .. . of new 
Sketch Book of engi 
neering date on spe- 
cial foucets. 





Physical Rehabilitation: Ultra- 
violet is particularly effective 
in increasing blood hemoglobin 
level. Authoritative report 
reads: “The blood changes pro- 
duced by ultraviolet radiation 
are increased number of red 
and white cells and platelets, 
lowered blood sugar, increased 
sugar tolerance, increased 
blood calcium, relative lympho- 
cytosis and eosiniphilia.” Other 
authorities state: “Ultraviolet 
exerts a glycogen storing effect 
preventing the lowering of re- 
spiratory quotients after mus- 
cular exercise.” Exposure to 
Hanovia ultraviolet improves 
absorption and utilization of 
calcium, iron, nitrogen and 


phosphorus. 


Tuberculesis: Irradiation is of 
distinct value for patients suf- 
fering from tuberculosis of the 
bones, articulations, perito- 
neum, intestine, larynx, and 
lymph nodes, or from tubercu- 


losis sinuses. 


Care of Infants and Children: The 

rophylactic and curative ef- 
ioe of ultraviolet radiation on 
rickets, infantile tetany or spas- 
mophilia, and osteomalacia are 
well known. 


Psoriasis: Goeckerman tech- 
nique, crude tar and ultraviolet 
radiation, very helpful in nu- 
merous cases. Ultraviolet pro- 
duces definite chemical change 
in tar, a combination both = 
able and effective. 


Other applications include treat- 
ment of numerous skin diseases, 
with ultraviolet radiation act- 
ing specifically on lupus vul- 
aris, and providing a bene- 
Reial effect in such conditions 
as acne vulgaris, pityriasis ro- 
sea, indolent ulcers, and some 
forms of eczema. 


Yours on request: Authoritative 
treatises describing ultraviolet 
therapy. Write for your free 
copies today. Dept. MH-4. 





(ANGALHARO /NOUSTR/IEAS. (NC. ) 





Distributed through the plumbing trede excivsively 


HANOVIA LAMP DIVISION 


100 Chestnut Street, Newark 5, New Jersey 
CHICAGO ¢ CLEVELAND © WASHINGTON, D.c. 
LOS ANGELES ¢ SAN FRANCISCO 


For additional information, use postcard facing Cover 3. 


The MODERN HOSPITAL 





Worth 1,000 words... 


dictate them quickly, accurately with a Voicewriter 


Even when the picture's worth 1,000 
thorough, ever-accurate radi- 
ology reports are routine when dictated 


words 


to an Edison Voicewriter on duty in the 


viewing room, or a Televoice phone 
Every word is plaved back to a medical 
with the unerring accuracy so 


welfare 


secretary 
vital to patients 

Helps busy staffs keep records 
up-to-the-minute! No waiting for a 
secretary to take dictation no valu- 
time spent in longhand 
And whether it's a postoperative 
or another 
record you require . the doctor can 
complete it with half the effort, in half 


able writing 
reports 


report, consultation note 


the time! 
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Records personne! boost output, 
too! No problems deciphering doctors’ 
reports. No hours consumed taking dic- 
tation . . . with possible errors in tran 
scribing. With Voicewriter, medical 
transcribe from the Voice 
writer Diamond Disc. The doctor's voice 
is heard clearly 
eliminated 

Station Voicewriter phones at key 
areas! With an Edison Voicewriter on 
duty at every point where records origi- 
nate the surgical suite, doctors’ 
offices, nurses clinic rooms 
pathology and radiology you get the 
complete, accurate, medical records a 
good hospital must have. 


secretaries 


Backlogs of records are 


Stations, 


Take the mike of this all-new 
VOICEWRITER! Sce why it's the finest 
dictating instrument ever built. For a fre« 
tryout—or for literature—write Medica 


Dept MH » at the address below 


Edison Voicewriter 


Street W ront ntar 


mpany, West Orange, N. J. in Canada: 32 Front 


For additional information, use postcard facing Cover 3. 
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the trouble-free hardware 


Be sure it's GJ maintenance people prefer 


HOLD DOORS 


for these busy people 

















a variety of silent, shock absorbing 
door holders for every hospital door 
.. doors leading to patient, emergency, 


operating, utility, x-ray, supply rooms 


and diet kitchens—every door through which 


the busy staff must pass. 
GJ devices go into hold-open silently 
. absorb the shock of a hard opening 
push. They hold the door securely and 
yet the door can be released easily 


with a firm push or pull. 


Let us send you this brochure of 
GJ hardware for hospitals—just write 


Xu 


GLYNN - JOHNSON CORPORATION 


4422 n. ravenswood avenue * chicago 40, ill. 


For additional information, use postcard facing Cover 3. The MODERN HOSPITAL 





Edited by BESSIE COVERT 


WHAT'S New 





TO HELP YOU get more information quickly on the new products described in this section, 
we have provided the convenient Readers Service Form on page 253. Check the numbers on 
the card which correspond with the numbers at the close of each descriptive item in which you 
are interested. The MODERN HOSPITAL will send your requests to the manufacturers. If you 
wish other product information, just write us and we shall make every effort to supply it 


Slanted-Slot Bed Sign t 
for Easier Reading 
location, high or 


ised to ‘ 
blast of insick 


it th 


In any low, the new the 
slanted-slot bed sign meets the eve 
other attendant 


be mounted low on a 


whic h ope nh 


elimin iting f 


Mfg. Co., Joplin, Mo 
re deta 44 


of nurse 
may trol 
Purkett 


without strain. It 


footboard or high 


Irrigating Syringes 
With Catheter Tip 


—_ The new Hyp 


* INTAKE & OUTPUT he eh oan 


vaiialb cr 


eter tips u i two- 
* HOLD BREAKFAST 


f wrethr il anc 


onstructed 


i markings are 
te ‘ } 
1! 
on a wall che The 


unique slanted slot 


6 43 
design number of areas where 

the ine S10 ns ] 
Vari 


to be 


may be 


‘end fi Cardiac Crash Cart 

hi ‘f . 

\ that they can. for Emergency Treatment 
stees Design 

833 


Pp ine ls 


not be lost he sign is made of sh 


pr ot p! istic 


Hollister Incorporated 
N. Orleans 


St., Chicago 10 


4 


Well-Type Scintillation Detector 
Measures Liquids 

The Picker 2804 Well Pype Scintillati 
Detector tor the me 
wtive 


_ 3 ' 
movable lead disc t 


rement of radi 
material 1 form has a r 
test beakers up to >! 


imeter Lead 


protection from ba 


1 
noi j ik 


shielding pro 
kground 


cial splash guard « 


radia 
ma ‘ Sy 
d for 
Broadway, 
more deta 


in be Te 
Picker X-Ray Corp., 
White Plains, N.Y 


“446 on 2 


Meaning 


ard 


“Windjammer” Laundry Conditioner 
Has Cyclonic Air Blast 


pacema 
lefibr 


he art 


ind doorw 


moh | s 

vork surface 

St., Chicago 3 

Sa ieee it 

Windjammer condi 
laundry tumbler has a virtual cy 


¢ from the new Various Patient Services 
nditioning is Incorporated in Centron-10 
n time due A versatile mut for 


uilal 


ompact 


passing thor patient service | i 
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int urrel. Hypo Surgical 
Corp., 11 Mercer St.. New York 13 


m t 


sit \ t 
Supply 


ppearance Sun 


FE. 14th Pl, Los 


beam Lighting ( 73 
Angeles 21, Calif 


Kaslow Oxy gen 


Mask 


; 


Is Disposable 


v kK 
Mua 


Colson ( orp 7 S. Dearborn 


faces of 
The mask 
sare 


1015 


for re 


Pharmaseal 


tien? 


Laboratories, 
Grandview Ave., Glendale 1, Calif 
, , = aend 


(Continued on page 224) 





Dor-ector Room Sign 
for Door, Wall or Bed 

Designed for immediate communication 
to nurse or other staff member, the Dor- 


ector has slots for patient and doctor iden- 
tification, general instructions and other in- 
formation. It may be 
when privacy is essential, or on the bed or 
wall 
available with the 21 most frequently used 
standard patient care 
are easily inserted into the save 
staff time and assure accuracy of treat 
ment. A. 8S. Aloe Co., 1831 Olive St., St. 
Louis 3, Mo. 

For more details circle 


mounted on the door 


Cards for use with the Dor-ector are 


instructions which 


’ 
sign to 


2452 on mailing card 


Odorless Deodorant 

Has No Masking Scent 
NCG Odorless Deodorant has 
no masking scent and does not paralyz« 
the smell. It 
odors sprayed 


The new 


nearly all 
the 


SETISE of absorbs 
inhibits 

lests 
cate that it is non-toxic and non-allergenic 
and that it the skin 
rode metal, stain, burn or explode It can 


circu 


when and 


growth of molds and mildew 
will not irritate cor 
be sprayed directly on bandages 
lated in the 
as well as being used for washing and dis 


air or mixed with scrub water 


infecting dishes, utensils and garments 
rhe deodorant is supplied in aerosol spray 
containers and in concentrated form. Na- 
tional Cylinder Gas Div., Chemetron 
Corp., 840 N. Michigan Ave., Chicago 11 


For more details circle 2453 on mailing card 


Flameproof Curtains 
on Cubicle Screening 

A new line of cubicle screening recently 
introduced by Hill-Rom 


features an ex 


¥ 
f 


truded aluminum track with noiseless ny 
lon glides which move smoothly and easily 
The track may flush 
mounted or suspended, depending upon 
circumstances, and the track 
adapted to any size or shape room in an 
old or a new building. The 
made of permanently flameproof cordette 
materials in a choice of colors, with nylon 
at the top a lighter effect and 

boston Hill-Rom Co., Inc., 


be surface mounted 
can be 


curtains are 


mesh for 
better air circu 
Batesville, Ind. 

For more details circle 


454 on mailing card 
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Velcro Fastener 
on Angelica Patient Gown 

A new fastener which presses shut and 
peels open, yet gives complete comfort be- 
cause there is no metal and no protrusions 
the Angelica V-Grip Patient 
Gown. Velcro is the name given to the new 


Is used in 


type nvlon closure which can be washed 
tumbler dried 
strips of nvion 
which has a multitude of tiny filament ny 
lon hooks, the other a felt-like 


rial containing hundreds of 


and and consists of twe 


woven material, one of 
nylon mate 
loops per 
square inch. The closure works by placing 
the strip of hooks on the felt-like 
and applying slight pressure which forces 
the hooks into the loops The 
opened easily by pulling the 


apart With the new fasteners the patient 


loops 


fastener is 
two strips 


gown stays closed with no gap and there 
Angelica Uniform 
3, Mo 


card 


is no feeling of bulk 
Co., 1427 Olive St., St. Louis 


For more details circle 2455 on mailing 


lraction Head Holder 
Has Foam Rubber Pad 

Full foam rubber padding with a tex 
the No 


tured soft interlining make new 


Head Halter for fixed or inter 


traction 


754 DePuy 
mittent 
fortable 
carefully sh iped cupped chin which is cle 


} 
CEerVic il unusually com 


There are no inner seams in the 
signed to place maximum pull on occiput 
the face The sail 
cloth outerlining will not stretch and the 


buckles provide easy t} 


rather than pinching 
slide bar type ) 
removal The 


DePuy 


plication, adjustment and 
halter is available in three sizes 
Mig. Co., Inc., Warsaw, Ind. 


more deta rcle 2456 on 


High Extinguishing Efficiency 
in Portable Dry Chemical Units 
Two new 


streamlined models are avail 


ible in the Kidde pressurized dry chemical 
portable _ fire Designed by 
Kidde engineers in cooperation with Henry 
Drevfuss personnel, the 

ivailable in 2'2 and five-pound capacities 
The simplicity of the new design is such 
that fire 
emergency can see at a glance how to op 
state 
discharge at base of flame 
When this is done, a cloud of 
killing dry chemical envelopes the blaze 


extinguishers 


new models ire 


anyone picking up a unit in a 


“Press 
kee P 


hre- 


erate it. Instructions simply 
lever 
erect 
The rugged pressure gauges are recessed 
in the housing for added protection ind 
dicate if charged and ready for a 
Walter Kidde & Co., Inc.. 675 Main St., 
Belleville 9, N.J 


For more details circle 


in 


tion 


2457 on ma 9 card 


62 Whittemore 


Graduated Paper Cup 

for Sanitary Drug Dispensing 
Efficiency 

in the 


ind 
the 


sanitation are combined 


use ot new “Hospital-Right 


cup tor dispensing medication 


white paper cups graduated ir 


half-ounces 
lucent for « 
Co., Inc., Fulton, 


deta 


t 1X ma are 


one 


tral t reading 


Sealright 


N.Y 


Analyzer 
Is Simple and Accurate 
\ simple i 


Carbon Dioxide 


irb 


} 


urate 
| / 

ivzer tor determining 
entration in anesthetic iS THIN 
The port 
pus! of 


iwailable ble instrume 


’ 
single 


viele ontent in Avore? Dewev & 
Almy Chemical Div., W. R. Grace & Co 


Ave., Cambridge 40, Mass 


4 


Stainless Steel Modular Units 
for Modern Kitchen Design 
' , 


Designec Oo node! etl 


oven witl 


pr vorking 
pace within the ki rral ! t. Hot 
point, ¢ ommercial | quipment Dept., 6201 


W. Roosevelt Rd., Berwyn, Ill 
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Popular manual Vari-Hite bed, No. H-914-3-1-226. 


Sim-Matic bed gives nurse or patient finger-tip control of all bed positions; 
No. H-955-3-1-172. 


™ 


Versatile, easy-to-use Simmons Uni-Traction® 





Versatile recovery-eye-labor bed. No. H-918-3-1-162; HX-133 sefety 
sides; HX-120 end gvard rails. 


Best patient care starts here 


Because patient care centers around them, beds 
become the most important equipment you pro- 
vide. Naturally, then, as you strive to provide 
the best in patient care, shouldn't you always 
consider the best in beds? 

Simmons satisfies this requirement as does 
no other bed manufacturer. Every type of bed 
is available from Simmons—from completely 
motorized to fixed-position beds and dormitory 
beds. Whatever the need, there’s a Simmons 
bed to fill it. 

Simmons meets another important require- 


A 

| \ C 

. : ; 
t- an _! 
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CONTRACT DIVISION 


ment—functional beauty. To achieve a pleas- 
ant, homelike room, Simmons beds feature 
attractive design and colorful styling. They are 
comfortable to live with. Equipped with Hos- 
pital Beautyrest* or Patient-Proof* mattresses, 
Simmons beds are also superbly comfortable to 
rest on. 

Simmons’ long experience, constant research 
and continuing assistance from medical and 
hospital authorities make these best-bed ad 
vantages possible. So, equip with Simmons to 
assure your patients of the best in care. 


er ae se | 


SIMMONS COMPANY 


Merchandise Mart, Chicago 54, Illinois 
DISPLAY ROOMS: Chicago « New York « Atlanta 


Columbus « Dalias « San Francisco « Los Angeles 


For additional information, use postcard facing Cover 3. 





Suture Packages Needle Sutures are strong and pli ible witl obe mav be rinsed. Di-Crobe is designed 
Facilitate Handling i new, sh irp Atraloc Needle attached to or use on all surfaces not harmed by water 
Among the new suture packaging devel each suture, ready for use. Both are Elec- one, and effectiveness is not reduced, mr 
opments recently announced by Ethicon ‘7? Beam sterilized, in easy opening f il gardless of temperature or hardness of 
packets, protected by formaldehyde. Ethi- water Huntington Laboratories, Inc 

con, Inc., Somerville, N.J. Huntington, Ind 


For more deta rcle 2461 of ailing fr more deta 


Di-Crobe Germicidal Cleane Microdosimeter System 
Cleans and Deodorizes for Radiation Measurement 
The new Di-Crobe Germicidal leaner 4 svstem for the accurate me 
is a soapless detergent phenolic I f x-ray 
i leans, disinfects and deodorizes 

operation The carefully balanced 

are Sutupak Surgical Silk and Atralo« bination provides cleaning action and 

Needle Sutures. Sutupak Surgical Silk is ficient germ killing properties at a dilution 

smooth and flexible, dry, sterile, and pre of 1:60 and not require rinsing, leaving 

cut to 18, 24 and 30-inch lengths. Atralo ctive germicidal finish. If desired, D 


ind Gamma radiation 


AT 2 


FAMOUS NEW HOTELS CHOOSE 
the new Bausch & Lomb Microd 


Svstem. It is comp sed of a en 
erv small evlinder or rod of sil 
vated phospl ite gl iss anc nev 
lesigned to measure the « re 
rescence as a result of hig 1 

tion exposure The svstem |} 








is 


extensive tests under actual us ncliti 


STAINLESS STEEL ver a two ve - " riod nn h & 7 
Optical Co., Dept. MH, 625 St. Paul St 
REFRIGERATORS Rochester 2, N.Y 


, = 4¢ 


These ultra-modern hotels provide 
Three-Unit Stick Test 


Gives Immediate Results 
delightful dining. An endless variety of Sin 


the very ultimate in luxurious living and 


wiltaneous estimation of pr 


pl 
fine foods is offered, many of which ose ind pH in urine is obtained 
vith the new Combistix three 

are kept a’ peak freshness and flavor es ntly introduced 
by HERRICK Stainless Steel Refrigerators - 
“t 
HERRICK’s regged dependability and lucible 


trouble-free performance combine 


} } 
hied to 


results The ! unit 


of stiff cell st impregn 
ireas with the necessarv reactive 


to deliver extremely economical service. redients. Ames Company, Inc., Elkhart 
You'll discover, too, that HERRICK quality 
costs less in the long run 


Roseware Flower Pot Cover 
Protects Furniture 





Mode! TSS67 


T re M nted Res h In 


as | om 


! " rm istu > a i tka ‘ a. , 
WRITE DEPT. MH FOR NAME OF YOUR NEAREST HERRICK SUPPLIER : . . u I I 


Cinderella Slipper” Pot Cover is decor 


tive as well as protective. Max Klein Inc 
HERRICK REFRIGERATOR COMPANY 8915 Northend, Ferndale 20, Mich 
For more details circle 2465 on mailing i 
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with Toastmaster 
hot-food servers 
every patient 

is assured 

delicious hot meals! 


Mobile Toastmaster Hot-Food Servers 

with precisely controlled temperature 

and humidity protect food for hours! 
/ 


How pleased your patients will be when erery appearance also eliminates call backs, 
meal arrives piping-hot and fresh! You'll be and provides an accurate count of hospital 
pleased, too, when you add up the savings in meals. And equally important—only the 
food, time and labor! amount of food that is to be served is pre- 
More and more leading hospitals are find- pared, thus reducing waste! 
ing that mobile Toastmaster Hot-Food nique sy six-sided air circulation 
Servers provide the utmost in quality and and stable imidity controls for eacl 
portion control. Complete plates of hot ‘ood I r, plu n ing Robertshaw ther 
can now be assembled in the central kitchen stat, ps crisp foods crisp and moist 
inder the supervision of the dietitian — ods Sort ing stainless-steel exteriors 
loaued into the convenient Hot-Food Server and « for mplete sanitation. No 
drawers, and wheeled to the floors for eas /s Instaiiat n expense perates on any 
serving. This efficient food service assures 116 t 
hot meals that are oven-fresh in flavor and sk your food service equipment dealer to 
show you how mobile Toastmaster Hot-Food 
Servers can speed up service and reduce cost 


Call him today! 


> The Complete Line of ELECTRIC 
Cooking Equipment 


a ie @TOASTMASTER 


ark of Met 


MGRAWE 
FOISONE 


TOASTERS - SANDWICH GRILLS - BROILERS 
BUN TOASTERS - FRY KETTLES - GRIDDLES 
GRILLS - HOT-FOOD SERVERS - HOT PLATES 
BUILT-IN COUNTER EQUIPMENT - OVENS 
Medel 302-C 4-drewer mobile $560.00' PIZZA OVENS - RANGES - WAFFLE BAKERS 
Holds 32 plates of hot food. FOOD WARMERS - SINK SANITIZERS - BLENDERS 
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Jet-Stream Vacuums 
Have Muffler System 

A patented muffler system introduced in 
the Jet-stream line of vacuum cleaners 


provides maximum quietness in operation 
making it particularly applicable for hos- 
pital use. A specially built three-stage, by- 
»yass motor fan system built into the new 
ine assures increased power and pick-up 
The by-pass system keeps dirt and mois- 
ture out of the motor since it provides a 
separate air-stream for motor cooling 
The ine reased effic iency of the new models 
makes them especially effective in cleaning 
acoustic ceilings and they leave floors dry 
enough to walk on when following wet 
scrubbing. The filter system is 
another improvement the 
models have disposable latex impregnated 
filter bags. The vacuum cleaners are rug- 
gedly constructed for hard use. The Kent 
Company, Inc., Rome, N.Y. 
For more details circle 2466 on 


modern 


and smaller 


mailing card 


Medicine Cup 
Has Inside Measure 

The new Dixie disposable three-ounce 
medicine cup has measurement scales on 
the inside to save time in pouring medica 
A new blue design, incorporating a 
caduceus, is and the measureffent 
scales show fluid ounces, drams, milliliters 
teaspoons and tablespoons Dixie Cup Co., 


24th & Dixie Ave., Easton, Pa. 


For more details circle 2467 


tions 
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m mailing card 


Red Goat, Jr. 

Is High Speed Waste Disposer 
A smaller capacity for high speed insti 

tutional waste eoond but with outstand 

ing construction and - ration features of 


le in the new Red 


larger models, is availa 


Goat, Jr. Waste Disposer It is designed 
specifically for point of use disposal of 
waste in food service. The new model has 
only one moving part and is ruggedly con 
structed for low maintenance. It is avail 
able with cone or hopper, for under tabl 
or under sink installation. Colerain Metal 
Products Co., 2021 Eastern Ave., Cincin- 
nati 2, Ohio. 


For more details circle #468 on mailing card 
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Sun-X Glass Tinting 
Controls Sun 

A unique new liquid plastic that is ap- 
plied directly to the inside of windows to 
reduce fade, heat and glare is now avail- 
able as Sun-X Glass Tinting. Developed by 
DuPont, the product tightly to 
windows by a “miracle-flow” process and 
will not chip, crack or peel. Windows are 
the manner and the 
process does not distort vision. The control 


bonds 


washed in regular 


of heat effects savings in air conditioning 
costs and improves comfort of patients and 
staff. American Glass Tinting Corp., P.O 
Box 6565, Houston 5, Texas. 


For more details circle 2469 on mailing card 


T & S “Kettle Kaddy” 
Cleans Steam Jacketed Kettles 
A free-standing kettle filler 
that any 
point to service 
steam jacketed kettles is available in the 
I & S “Kettle Kaddy , Developed to han 
dle the problem of cleaning and filling 
unwieldy steam jacketed cookers 
flexible steel 
furnished in any 
Hoses, and rinser and filler heads 
are stored when not in use on the handy 


hook The “Kettle Kaddy IS 


and rinsect 


can be mounted at convenient 


as many as three or more 


heavy, 
the 
which 


unit has stainless hoses 


can be de sired 


lengths 


attachments 


theavy duty unit with all piping concealed 
It bolks securely to the floor and is available 
is a complete Combination Pot Filler and 
Spray Stanchion or as a Pot Filler Stan 
chion. T & S Brass & Bronze Works, Inc., 
128 Magnolia Ave., Westbury, L.1., N.¥ 


For more deta rcle 470 on ma 9 card 


Low-Cost Maintenance Paint 
Holds Color and Gloss 


Durawear Maintenance Paint is an in 
expensive maintenance paint with excel 


lent hiding properties plus color and gloss 
It gives extra protection to su 
making it pra 


retention 
faces over long periods 
tical for window and trim 
taces, storage tanks and other areas indoors 


sash wall sur 


or out where paint protection is indicated 
Valdura Durawear has a linseed oil modi 
fied alkyd excellent) brush 
ibility. It is 

facturer for use on steel, wood and mason 
ry surfaces and red uray 
black and two shades of green. American- 


Marietta Co., 101 E. Ontario, Chicago 11 
2471 


vehicle with 


recommended by the manu 


is available in 


For more deta rcle on mailing card 


Space-Saving Bulkpak 
for Ansco X-Ray Film 

Designed specifically for quantity users 
of medical x-ray film, the new Bulkpak per 
mits the storage of twice the amount of x 


ray film in less spa than required for re 
ular film packages. The Bulkpak 600 is a 
600-sheet package of high-speed x-ray film 


pa ke d 


with no interle ‘ving paper 


im casy ope ning np ( ord 


units per « irton Bulkpak 10 is a simil 
100-sheets 


hilms in unit, f 


unit with with interleaving | 


packed 75 films per unit with f 


irton. The easy opening 
facilitate hand! 


per 
units per 
has a die-cut pull tab te 
Ansco, Binghamton, N.¥ 


re deta 


rt 


+ 


Instantaneous Heaters 
for Service Water and Heating 

Ross Instantaneous Heaters lyy e W-100 
in 128 sizes with tw ind tour 
tube lengths 


ire available 
nomin il 


ind shell 


pass arrangements 
up to 10 teet 
20) inches to fill 


requireme nt in 


diameter 
practically eve 
heating institution 
pre-engineered dard 
fi 


new 
} 


heats service water 
ers dishw ishers i 
cleaning 
ible for booster he 


pane ls 


requirements 
iters 
ipmen 
ming pool and storage tower he 
| 
heaters are 


The 
} 


compact design 


snow melting eq 


similar uses 
ot simple 
wailable 


wecessibility 


Rugged construction ane re 
make the Ins tanner Hi 
ers ideal for hospital ind other institution 
American-Standard, 
Detroit 32, Mich 


For more det 


Industrial Div.. 


USES 


Detachable Bed Lamp 

Fits Overbed Frame 
Designed to fit int 

ets and option il mor 


idapt it to anv stvk 
No. I37N is 


i deta 


} } 


lamp 1s 
direct illumination 

It has a7 
ontaining a convene 


und the 1 lamp 


adjust ib 
treatment 


ventilate 
omplete yy) degrees os i t 
stocket. Adjustable Fixture Co.., 
Mason St.. Milwaukee 2, Wis 


104 | 
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AIR CONDITIONING - REFRIGERATION - INDUSTRIAL HEATING 


Which is the best way to air condition an older hospital ? 


That depends on its size, its facilities and its con- mend the type that serves you best. Throughout 
struction. To make sure of the best way to air the world Carrier air conditioning serves more 
condition your hospital, talk with the Carrier people and more purposes than any other make 
representative in your community. He handles Good reason to call the Carrier dealer or office 
every type of air conditioning. (Four of them are listed in your Classified Telephone Directory. 
shown below.) So his only interest is to recom- Carrier Corporation, Syracuse 1, New York. 


jab 





For patient rooms, Carrier Room Weathermakers* For operating rooms, a Carrier Zoning Weather 
like this use remote sources of cooling and heating maker with Hermetic Refrigerating Machine will 
to provide individual room control of climate all provide surgeons individual temperature control in 
year around. Quiet and draft-free, they take little each room served. Ductwork carries conditioned 


wall space, do not block window areas nutside not recirculated air—to each room 


4 


Zi BOA Cae SET 


sf 


; es 


== 


For laboratories and x-ray rooms, a special! labora For delivery rooms and nurseries, a Carrier Sy 
tory Carrier Weathermaker can maintain precise tem Weathermaker and Hermetic Water Cooling 
conditions—twenty-four hours a day, day after day Machine will provide cleaned, conditioned ai: 
without affecting other areas of the hospital. through inexpensive ducts to each room. Hang the 
Installation is easy. No ductwork needed. compact Weathermaker in an out-of-the-way area 


*Reg. t .S 
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Countertop Bariumette 
Is Self-Contained Unit 


A temperature controlled mixing and 
dispensing center for barium sulphate is 
self-containe d count 


controlled 


now available in the 


ertop Bariumette. Automatic illy 


for both warm and cool barium, the unit 
is de signed to mix a 1:1 solution by volume 
of barium sulphate in a maximum of ten 
minutes. Both units will mix up to three 
gallons each and maintain suspension and 
temperature all day Westinghouse Elec- 
tric Corp., X-Ray Dept., P.O. Box 406, 
Baltimore 3, Md 


For more deta circle 2475 on mailing card 


Surface Mounted Interior Doors 
With “Surfaset” Hardware 

Surfaset” is the descriptive name given 
to the new concept in interior hardware 
for doors which are hung over openings 
instead of in them. The mounted 
door hardware permits full opening clear 


surtace 


ince since doors swing 100 per cent clear 





J 





Style C316 
Tie Vest 








New York Sales Office « 





RUBENS SHIRTS OUTWEAR THEM ALL! 


try this $-T-R-E-T-C-H STRENGTH test 
PROVE IT TO YOURSELF | 


You know hospital infant garments are 
subjected to greater stress than this test. 
Used constantly, laundered daily 

wet or dry, Rubens garments stand up. 
Their stamina is built into every con- 
struction feature . . 
ton yarns, reinforced shoulder seams and 
exact sizing. This is what you get when 
you buy Rubens. Depend on Rubens to 
outwear the rest .. cut replacement costs. 


Soild only through hospital supply houses 


S|) Ae 


Rubens 4 Marbie, inc. ¢ 2330-2360 N. Racine Ave. « Chicago 14, Ill. 
71 W. 38th Street « 


. finest combed cot- 


® 


iF YOU WANT THE 
BEST...BUY RUBENS 


New York, N.Y. 








For additional information, use postcard facing Cover 3. 


ff the opening, even at a ¥YO degree angle 
Instead of filling the 
overlaps and covers it, thus no planing or 
fitting 
The hardware operates by push-pull at 
without turning the knob, thus of 
fering practically unlimited design possi 
hilities. The latch and strike 


opening, the door 


frames or face trim are necessary 


thon 


pe rmiut (que t 


yperation so that doors and close 
quietly without clicking or other sound 
The Stanley Works, 195 Lake St., New 


Britain, Conn. 
For more details 


ope n 


rcle 2476 o 


Vinyl-Coated Lead Fiberglas 
For X-Ray Aprons 

Due to its 
gowns made of vinyl-coated lead Fiberglas 
larger to afford more 


lightness in weight, x-ray 


can he mace com 


plete radiation protection to arms 
shoulders, lower legs and other parts of the 
The fabric is chemically 


non-shrinking, non-allergic, 


resistant 
flexi 
ble and will not deteriorate in storage. It 


hody 
fire ‘ ife 


1s ivailable in single or double layer gowmTls 
iprons patches for the midbody ind by 


the vard for curtains, sheeting, skin pro 
Owens- 


56th St 


tection or superficial 


Corning Fiberglas Corp., 16 E 
New York, N.Y 


more deta rcle 2477 on mailing card 


the rap 


Versatowl Dispenser Unit 

Has Interchangeable Trays 
The new Versatowl dispenser unit for 

three interchange ible 


paper towels has 


dispenser trays. The recess-style unit can 
thus be changed to accommodate single- 
fold, C-fold and multifold towels quickly 
and simply, without tools. The Versatowl 
has increased « apacity over previous recess 
type dispensers and is adaptable in all re- 
ts now in use. Crown Zellerbach 
Corp., P.O. Box 3475, San Francisco, Calif 


more deta 


ess ¢ ibine 
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. In modern 
( anesthesia 
~ equipment 


NEW McKESSON 
CABINET MODEL 


@ Supplied with any combination of 
gases now in use. 


Equipped with bi-phase flow meters. 


Flow-rate controls mounted on front 
for utmost operating convenience. 


Twin Canister Absorber with 1800- 
gram baralyme capacity. 


Bag-Pressure Gauge shows pressure 
of gases in circuit at all times. 


Direct Oxygen Button for immediate 
oxygen under pressure. 


Direct Nitrous-Oxide Button for quick 
refilling of nitrous bag. 


Large storage capacity in four lock- 
ing drawers. 




















® Stainless steel top and heavyweight 
steel construction. 


@ Finished in green enamel, trimmed 
with chrome-plated parts. 


@ Supplied with wide variety of 
accessories. 





NEW CABINET 
MODEL 





For prices, other features 
and full details, 

write for McKesson 
Cabinet Model literature. 








McKESSON APPLIANCE COMPANY ° TOLEDO 10, OHIO 
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dowless illumination in all hospital bed 
positions with the new Tomac Panorama 
Patient Light. The light covers the 
bed and illuminates reading and examin- 


entire 


ing areas even when the spring is raised 
The light is easily installed, does not inter- 
fere Balkan frame 
three-way switch for patient selection of 
direct or indirect illumination. American 


Hospital Supply Corp., Evanston, Ill 
F 


2479 on mailing card 


with and has a simple 


© more details circle 


Mark XII Floor Machine 
Scrubs and Polishes 

12-inch Holcomatic Mark XII 
is a floor scrubber and polisher for main 
for 


broken up by equipment The lightweight 


‘hnow this 


rare Bird?’ 


He's often seen “going it alone 
won't fly with the others. Won't 
take a tip from the wise birds 

who pi k the best spots thru 

\, experience. He settles for a lot 

= —_ less for only a little less! 
— Hospital buyers who know their 
way around feather their nests 
with Bates Ripplette. They know 
Ripplette is tough as ostrich hide 
reinforced for hospital routine 
ready for a lifetime of wear and 
washing. Second-best bedspreads 
just won't do for hospitals They 
always buy the best—the one and 
only Bates Ripplette 


Lh 3 


on 


Panorama Patient Light The new 
Provides Shadowless Illumination 
Two spec ial glass lenses set at o posite 


ingles to offset each other 


taining small areas, or larger areas 


provi ¢ sha 


BATES RIPPLETTE The original hospital-tested bedspread with the reinforced 

ripple. No imitation can equal it for extended wear, easy washing. Sizes 72 x 90 

72 x 99, 72 x 108, 90 x 108. Also available in 63” and 81 inch widths. All White 
Call your Bates distributor or write 


BATES FABRICS, INC., 112 W. 34TH ST., NEW YORK 1 + BOSTON + CHICAGO + ATLANTA + LOS ANGELES 
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‘ 
ly 


mont Marble Co., Proctor, Vermont 


m hine has ‘ rigid au 
smooth starting and 
| vibratior 


anced to eliminate 


and motor cover are of 
t t 


sistal 


num allov, resi 
The large rubber wheel 
portation ind with the toe 


the handle is in free 


7 


fl, 


Holcomb 


Indian 


{ er low biect ] I 
Mig. Co.., 1600 Barth Ave 


apolis 7. Ind 


Inc.., 


Curtain Wall Panels 
Combine Marble With Insulation 
Marble panel u ts are now a I 


i constr thor 


\l 


y_ 


iced. TI thle is availabl. 


i 


orative 


il be pr vide 1\ t exter 
1) 
nterior walls of marble desired. Ver 
more deta ~4 
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THE NATIONAL SYSTEM enabled this hospital to increase 
accounting efficiency with no increase in personne! 





RR. P. KIEFER. Assistant Admir 
istrator, St. Luke H pita 


ST. LUKE HOSPITAL. Can 


“Our CWaltonal System 
pays for itself every 16 months... 


returns 75% annually on equipment investment.’ 


—St. Luke Hospital, Compbell County, Ker 


eration ten to fifteen hours a day. seven 
days a week with only minor servicing 

We enthusiastically recommend the 
National System for efficient, mainte 
nance-free hospital accounting. Our 
National System pays for itself every 


Our National Svstem enables us to 
operate with less personnel than any 
other comparable hospital in this 
area,’ writes R. P. Kiefer, Assistant 
Administrator of St. Luke Hospital 
“Its outstanding efficiency and accu 


racy have greatly improved our ac annually on 


16 months returns 75 


equipment investment 


tA DL a fe 


Assistant Administra 


St. Luke Hospitol 


counting procedures, too 

“We use the National Class ‘3100° in 
all phases of our financial accounting 
Its flexibility is almost limitless since we 
could easily and inexpensively alter its 
operation to fit future requirements 
simply by changing a few stop bars 
And we keep our National ‘3100’ in op 


THE NATIONAL CASH REGISTER COMPANY, Dayton 9, Ohio 


1039 OFFICES IN 121 COUNTRIES + 75 YEARS OF HELPING BUSINESS SAVE MONEY 


Vol. 93, No. 3, September 1959 


For additional information, 


themselves quick 

through savings, then 
ontinue to return a 
regular yearly profit 
National's world-wids 
fier 


organiza 


ser ice 


protect fhis prof 


“TRADE MARK PEG. U.S. PAT. OFF 


ACCOUNTING MACHINES 
ADDING MACHINES + CASH REGISTERS 
wce parte (No Carson Reoviero) 


use postcard facing Cover 3. 





CURON mattress cores are completely reversible, and flexible, too, as shown on this demonstration Gatch Bed. 


Now Curtiss-Wright offers ( “uront in 4 different 
hygienic mattress types for more comfort, easier care 


YOU GET ALL THESE ADVANTAGES WITH CURON MATTRESSES: 


e lighter weight, from 14 to! 


CuRON*, the most modern material in mattresses, now 
comes in 4 different styles to suit every hospital need 


CUROGENIC?t “Standard” Mattresses come in Super 
Firm and Medium and are constructed of a slab of 
CuRON Foam. They are ideal for flat bed springs with 
metal frame 


CUROGENIC “Deluxe” Mattresses come in Firm and 
Medium and are of especially designed convoluted con- 
struction. The internal construction provides greater 
support in center section. Edges are reinforced. Equally 
suitable for flat bed springs, or box-type springs. 


®CURON is the registered trademard 
Curtiss-Wright Corporation for its multicellul 
tCUROGENIC is pending trademark registrat -W right Corporation 
Sor its “Standard” and “ Deluxe’ mattre 


234 For additional information, use postcard facing Cover 3. 


the weight of foam rubber, 
easier to handle 
e easier cleanability, body fluids and stains removed 
with soap or detergent and water 
completely inert to bacteria, mold, fungi 
odorless, non-allergenic 
smooth surface, no lumps, tufts or buttons to hurt 
excellent flexibility, conforms to all Gatch Bed ad- 
justments 
You'll find a CuURON mattress for every hospital need 
For more information write: CURON Division, Section 
000, Curtiss-Wright Corporation, 50 Rockefeller Plaza, 
New York 20, N. Y. Or call JUdson 2-5020. 
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For ECONOMY. a 


» Exclusive Hi- 


ls extra strong wt 


Savingest COW el ever 


in a flash | 


is cut to the bone 


Next time 
Another Qualit 


Tewels” i# Yotor Pege 
Pepe: 

see repens 00. boven. tor somples 
~~“ 


PROCRASTINATION WON'T HELP 
YOU SAVE, PUT NIBROC WILL! mall 


THE COUPON today for samples, complete informa- 


tion and name of your nearest Nibroc dealer. Check 
also for a Customer Service set of 8 Washroom 
Posters that will help you cut towel consumption 


—reduce maintenance. 
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» Keep Nibroc Towe 
= Annual rowel cé 
et Nibroc Hi- 
y Product of B 


et NIBROC Hi-Dry Towels 


f 
Drv fibres truly soak up wate 


Waste 


wn wet 


’ 
sts will show rc al savings 


J— 


Dry Tow cls. at 


ROWN ¢ OM a nd bj 


, Maw 


BROWN COMPANY 
Ti-wel Sales Division, Dept. NP-9 


150 Causeway St.. Boston 14, Mass 


Send samples and complete informatior Send me set of Posters 
NAME 
FIRM 


STREET 


cImTy i _ 


For additional information, use postcard facing Cover 3 





Book Copying Unit 
in Verifax Copier Line 


The new Verifax Book Copying Unit is 
i portable device ce signed as an accessory 
for other Verifax Copiers. It makes expo- 


Another 


ures ot books 
documents up to 8'2 by 11 inches in size 


magazine pages oF other 


The « = d matrix paper is then activated 
to produce copies in any of the four Veri 
available 4 vertical 


€ xposure 


fax Copiers now 


wedge-shape section permits 
copying of even the most tightly-bound 
books. Safe 
the binding of the book during exposure 
A special carrying case makes the unit con- 
venient tor copying book 


Eastman Kodak Co., 


support prevents damage to 


pages im any 


area Rochester 4, 


N.Y. 


For more deta circle 2482 of 
Voiceless People Speak 
With Electro-Larynx 
4 hand-operated, portable instrument is 


now available to help voiceless peopk 


Cleanliness-Conscious 


Hospital Specifies 





ARAMA 


Burbank, California 


Sister Agnes of the Sacred Heort 


St. Joseph Hospital, 


Administrator 


fg 


a SPENCER built-in 
vacuum system 


Here, a Spencer Mop-Vac arrangement provides 


“sealed 


of dust or germs 





system” 


protection against recirculation 


Dry mops are vacuum cleaned by passing back 


and forth 


dangerous germs are carried away 


across 


Dirt 


through the 


cabinet and 


Mop-Vac 


piping system to a separator in the basement 


Besides maintaining high sanitation standards 


the Spencer 


chores cults 


many supplementary applications 


Request Bulletin = 157, 
“Hospital Cleaning 
with Spencer Vacuum” 





vacuum 


maintenance 


HARTFORD 6 


system speeds cleaning 


costs through its 


boiler clean 


ing; Water pick-up; vacuum cleaning of Venetian 


blinds, stairs, carpeted areas, walls and ceilings 


TURBINE COMPANY 


CONNECTICUT 


For additional information, use postcard facing Cover 3. 


avn artificial 


Electro-! 
ly vibrates a volume of air in the es phagus 


| 


mas Cal 


gain. The 


spe iK a 


from which normal speaking sor 
he produced when voicele ss people form 
sounds by shaping their mouths and lips 
Invented by Gilbert Wright of California 
the Mark III Electro-Larvnx is powered by 
lifetime recharge ible batteries produces 
by Gulton 
maintenance 


Industries which require n 


or care. The simple device is 


easily mastered and is intended as a spe ak 
ing device for laryngec tomees but can als: 


be used by those who have lost use of the 


vocal chords. Kett Engineering Corp., 920 
Santa Monica Blvd., Santa Monica, Calif 


For more deta rcle 2483 on ma 


Fram Air Filters 
Are Permachem-Treated 
A non-splintering, odorless 


ing cellulose acetate material 


Fram Permachem 
Permanently 
said to trap 90 to 98 per 
cent 


the new 
Filters 
filters are 
ill bacteria and to kill 99 per 
The media facilitates 
ur conditioning 

und the 
long life 


] 


ermicia 


trapped dry 
ind othe 
filters hay 


ind pre cl 


ine ot 
ting 
lirt-retention 


svstems 
rowth of odor-causing bacteria an 

The filters ire vail 

nH 


n more than 300 sizes ind types f r i ay 


rganisms Fram 


plications. Fram Corporation, Providence 


16, RL 


Lightweight Food Carriers 
of Stainless Steel 


Lightweight stair 


rs, which can be lifted 


urying up stairwavs 
structed of stainless ste« 
ICP Series a 
for hot or cold food 


for hours 


ind pr wides 
to serve 100 or cold food for 

Lincoln Mfg. Co., Inc., 
2313, Fort Wayne, Ind 


} ' 


P.O Box 


tais 


deta 4 T 
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STANLEY 


REG. U. S. PAT. OFF. 
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93, No 
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AMERICA 
This fomous trodemerk distinguishes over 20,000 quality product: of The Stonley Works, New Britain, Conn 
oviomotic door controls «© 
steel strepping—mode in 24 plents in the United Stotes, Conode, Eng 


builders hordwore ¢ 


springs 


Buitos 


cootings 


industriel herdwere « 
strip steel « 


He’s your man... 


for total service of your 


automatic door 


requirements 


The “MAGIC-DOOR” distributor is a member of a 

national sales and service organization. This is your 
assurance of TOTAL SERVICE from a nearby source from 
the time you first consider “MAGIC-DOOR” automatic door 
equipment through the many years it will be in use. For furthe: 
information, contact the distributor nearest you, or write to 
STANLEY HARDWARE, Division of The Stanley Works, 


“MAGIC-DOOR” Sales, Dept. I, 


50 Lake St., New Britain, Conn 


“MAGIC-DOOR” DISTRIBUTORS 


ARIZONA — Phoenix 

Hay Agency 
ALABAMA — Birmingham 

Haralson Sales Company 
CALIFORNIA — Belmont 

The A. H. Heinzmann Agency 
Beverly Hills 

Hay Agency 
COLORADO — Denver 

Builders Service Bureau, Inc 
CONNECTICUT — Hartford 

Stanley Sales Company 
FLORIDA — Miami, Orlando 

William A. Slater 
GEORGIA — Atlanta 

Hatcher Sales Company, Inc. 
ILLINOIS — Chicago 

Jed Products Company 
INDIANA — Indianapolis 

Jed Products Company 
KENTUCKY — Lovisville 

Jed Products Company 
LOUISIANA — New Orleans 

A. Wylie McDougall Co 
Shreveport 

Engineered Controls & Mat'1Co 
MARYLAND — Baltimore 

Thomas B. Garey Company 
MASSACHUSETTS — Newton Center 

Stanley Sales Company 
MICHIGAN — Grand Rapids 

Jed Products Company 
Royal Oak 

Jed Products Company 
Seginow 

Jed Products Company 
MINNESOTA — Minneapolis 

Jed Products Company 
MISSOURI — Kansas City 

Edelman-Lyon Co 
St. Lovis 

Thomas J. Finan Co., 
NEBRASKA — Ralston 

The Roland Company 
NEW MEXICO — Albuquerque 

Engineered Controls & Mat'l|Co 
NEW YORK — Buffalo 

Robert M. Hershiser 
Long Island City 

Joseph Shaw 
NORTH CAROLINA — Greensboro 

T. L. Bobbitt 

Hatcher Sales Co 
OHIO — Cincinnati 

Jed Products Company 
Cleveland 

Jed Products Company 
Columbus 

Jed Products Company 
OKLAHOMA — Okiahoma City 

Murray R. Womble Company 
Tulso 

Murray R. Womble Company 


Inc. 


Inc 


Serrerm AND BtTVES 


dropery hordwore * 


BETTER 


OREGON — Portland 

Gamble-Hawkins Company 
PENNSYLVANIA — Philadelphia 

Bannon, Inc 
Pittsburgh 

Jed Products Company 
SOUTH CAROLINA — Greenville 

A_N. Stall 

Hatcher Sales Co., Inc 
Spartanburg 

A. H. Hill 

Hatcher Sales Co.. Inc 
TENNESSEE — Knoxville 

C_ A. Shelton 

Hatcher Sales Co 
Memphis 

Acoustics and Specialties, Inc 
Nashville 

John W. McDougall Company 
TEXAS — Dallos 

Engineered Controls& Mat 'lCo 
Houston 

Shelton W. Greer 
Lubbock 

Engineered Controls & Mat '1Co 
San Antonio 

Samuels Glass Company 
UTAH — Salt Lake City 

T.C. Stayner & Company 
VIRGINIA — Richmond 

R. C. Tutwiler 
WASHINGTON — Seattle 

Consolidated Services 
Spokane 

Monroe Food Machinery Co 
WASHINGTON, D. C 

G. W. Blanchard Co., Inc 
WISCONSIN — Milwaukee 

Jed Products Company 


Inc 


Inc 


IN CANADA: 


ALBERTA — Calgary, Edmonton 
Pilkington Glass, Ltd 
BRITISH COLUMBIA — Vancouver, 
Victoria 
Pilkington Glass, Ltd 
MANITOBA — Winnipeg 
Pilkington Glass, Ltd 
NEW BRUNSWICK — Loncaster 
Pilkington Glass, Ltd 
NOVA SCOTIA — Holifox 
Pilkington Glass, Ltd 
ONTARIO — Fort Williams, 
Hamilton, Kingston, 
Kitchener, London, 
Ottowa, St. Catherines, 
Scarborough, Toronto 
Pilkington Glass, Ltd 
QUEBEC — Montreal 
Montreal Forged Prd. Ltd 
SASKATCHEWAN — Regina, 
Saskatoon 
Pilkington Glass, Ltd 


STANLEY 
hond tools © electric tools 
cluminem windows ¢ stompmngs 
wd and Germany 


with 


CANADIAN OFFICES MONTREAL. ©. CO. AND HAMILTON. ONT 


For additional information, use postcard facing Cover 3. 





Johnson Floor Machines 
Feature Quiet Operation 
e ~ 


int finish reduces maintenance on 


sturdy chassis which has a non-marking 
wrap-around rubber bumper. A patented 
wire in the brush protects the operator 
against static shock. Attachments are avail 
able for all floor maintenance operations 


S. C. Johnson & Sons, Inc., Racine, Wis 


For more deta rc'e = 4Ré n ma 


USS Vinyl Coated Steel 
Has Variety of Uses 

Applications in many different area 
possible with the new USS product, \ 
Coated Steel sheet. It offers « 


Precision machining of the gear box 
components on the newly designed line of 
Expert” floor maintenance machines in 
troduced by Johnson's Wax re sults in quiet 


compare!...and youll buy 


the new 








RUBBER ELASTIC BANDAGE 


fastest-growing bandage 


in Americai— because it 


The Fairlon bandage has been test proven by the 
leading testing bureau to retain elasticity far 
longer. It can be autoclaved, sterilized, and 


hospital laundered. 
UNCONDITIONALLY GUARANTEED 


After using a few Fairlon bandages, if you don't 
agree that this is the best bandage that you have 
ever used, you may return your order for a fu 


credit 


HOSPITAL PRICE LIST 


34 Dozen 
pase 2 Dozen 1 Dozen 
and over 


yd 

2%," 5.73 
3” 6.48 
4” 8.35 8.69 
6” 13.07 13.61 


6.59 
7.44 
9.58 
15.00 


5.98 
6.74 


ORDER Fairion BANDAGES 
from yeur dealer. If for any reason 





operation. Gears are permanently sealed 
igainst grease loss and the motor, electrical 
system and chassis are engineered for ce 
pendable service. A bright corrosion-resist 


$4.97 $5.17 $5.70 





he ceannet supply you promptly, 
please order direct from factory 
(eddress below). Shipments will be 
billed through dealer you specify. 


5% yards fully stretched. Flesh color 
Assorted sizes may be combined to secure lowest prices 


Professional pack cellophane wrapped: odd |5« per dz 


For additional information, use postcard facing Cover 3. 


treatment. Son 
include moval 
folding chairs 
rs doors P rtable 
mm oolers im 
USS vinyl 
in 


ls to sheet st 


for t U nitec 


f color un 
525 William Penn Place 


wit! issuranh 


States Steel Corp 
Pittsburgh 30, Pa 


Anti-Bacterial Softener 


for Laundry Use 
elva-Soft-G 


Armour & 


Dish and Tray Storage Truck 
in Heavy Duty Stainless Steel 
The Imperial 707 } 


vel |. Lakeside Mfg. Inc 
t.. Milwaukee 7, Wis 


1977 S. Allis § 
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hospital accounting mastered 


c BURROUGHS 
ACCOUNTING MACHINES 


When Burroughs Typing Sensimatic accounting e SAME MACHINE FOR ANY PAYROLL SYS 
machine checks in at your hospital, modern descrip TEM. Even incidental help is no payroll problem 
tive accounting starts checking patients out—accu- e SPEEDS, SIMPLIFIES PATIENT ACCOUNT- 
rately, automatically and fast! Its rapid-fire, jam-fret ING. too. Sensimati 19.total memory means 
typing is a perfect preface to the great variety of jobs that accumulated patient billing totals can be 
this money-saving machine will do. Samples iutomatically distributed to the proper account 


e ADAPTS Ti 
SYSTEM. Suppliers’ remittances prepared and plans or call a Burroughs representative at our 
items distributed to control accounts in one fast, nearby branch office for a demonstration. Burroughs 
easy operation Corporation, Burroughs Division, Detroit 32, Michigan. 


») ANY ACCOUNTS PAYABLI Write for our free literature on hospital accounting 


} 


Burroughs Corporation 
“NEW DIMENSIONS / in electronics and data processing systems 


No. 3, September 1959 For additional information, use postcard facing Cover 3. 





Insulated Beverage Servers 


in Two Capacities 


Iwo new models of the Stanley in- 
sulated beverage servers are now available 
in three and five-gallon capacities. De- 
signed for seTving hot or cold beverages 


DISH.WASHING DEPT. 


CHRIST HOSPITAL 


they are ruggedly constructed with com- 
plete insulation and extreme thermal et- 
ficiency. The the bottom is 
pitched toward the spigot to permit com- 
plete drainage tilting and the 
open guard on the spigot permits raising to 
clear large cups. Landers, Frary & Clark, 


New Britain, Conn. 
For more details circle 2490 on mailing card 


inside of 


without 


Surgical Spray Dressing 
Forms Protective Film 

Rezifilm is a new surgical spray dressing 
for pre-operative and postoperative use In 
preventing wound infections following 
surgery. When sprayed on the skin it 
rapidly forms an adherent protective film 


CINCINNATI 


something old « something new 
in canny hospital improvement 


@ Not only are the workers more comfortable in the dish-washing 
department at Christ Hospital, Cincinnati, since the modernization 

. . the director of dietetics and controller point with pride to the 
new high in sanitation and efficiency . . . the improvement cost will 
be wiped out in three and a half years by savings in labor and 


dish-washing compound. 


@ Although installed over 20 years ago, with a few modifications 
to fit the new model machines, the Van equipment is good for at 
least another 20 years or more, as the illustration depicts. 


@ Investigation might show you that replacements or modifications 
in your kitchen and service operations would improve efficiency, 
worker morale, and pay for themselves. Van would like to help you. 


The John Van Range © 





EQUIPMENT FOR THE PREPARATION AND SERVING OF FOOD 


Branches in Principal Cities 


401-407 EGGLESTON AVENUE 


CINCINNATI 2, OHIO 





For additional information, use postcard facing Cover 3. 


which is Hexible and transparent 
and through which surgical incisions may 


directly. Rezifilm is also de- 


strong 


be made 
scribed as useful as a dressing for minor 
cuts, abrasions and bruises. E. R. Squibb 
& Sons, Div. of Olin Mathieson Chemical 
Corp., 745 Fifth Ave., New York 22 


2491 on mailing card 


For more details circle 


Remote Control Switch 
Eliminates Lag 
I he 


20 per cent smaller than earlier 


new Powers Positioning Switch is 


models 


and gives faster and more reliable remote 


control of air conditioning, he ind 


ventilating motors and valve 
irface 


switcl 


size permits more compact Hus ! 
1 the 


iv between 


mounting on panel boards an 


design eliminates the | i switch 


position change and the corresponding ait 


pressure change. The new switch produces 


the correct change no matter 


which way the 


air pressure 
knob is turned 


ind motors to the 


opening or 


closing valves lesired 
Powers Regulator 


Skokie, Ill 


419 


position without delay 


Co., 3434 Oakton St., 


F det 


One-Hand Operation 

of Spherical Extinguisher 
Spheric il design and 

features of 


chemical _ fire 


tion are 


isher 


cs 


wt 
@ 5: am a) WS 


exting 


by Ansul The 
recharged for 
und the 


charged 


Monitor 
yratiriticn 
recharge cartrid 
unless punctured \ 
i locking device 
ccidental discharge. Its spherica 
gives the “Monitor a high center of 
ty, thus permitting accurate ne-handed 
control of the flame killing str Ansul 
Chemical Co., Fire Extinguisher Div., Mar- 
inette, Wisc. 

For more deta c 2493 
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concealed floor type door closers 


4 basic styles in a variety of sizes and types to meet every installation requirement 


=% = = 


nos. 18-20-25 nos. 18/2°21-26 nos. 318'/2°321-326 4 nos. 30°40 
offset hung & 


! 
| 
| 
! 
| 
| 
! . . . . 
single acting | single acting single acting 


double acting 


! 
| 
| 
| 
| 
| 
| 
| 
center hung butt hung ! center hung 
! 
| 
! 
| 
| 
| 
| 
| 
| 


tely concealed idea f 

for batteries of doors. Re ' t 
quire no mullions allowing ; 
greatest open entrance i 
area 
' 
! 


' 
write for complete information and templates 


THE OSCAR C. RIXSON ) COMPANY / Originators of the checking floor hinge 


9100 w. belmont ave. + franklin park, ill. ; CANADIAN PLANT: 43 racine read * rexdele, enteric 


Vol. 93, No. 3, September 1959 For additional information, use postcard facing Cover 3. 





Ves-PHENE is a multi-purpose 
phenolic DETERGENT- 
GERMICIDE 


Ves-PHENE has heavy duty 
cleaning action—yet 


Use it in every department 5S RON-COFTOSWE 


of your hospital 


VeEs-PHENE has 4 phenolic ingredients, VeES-PHENE has a much broader 
each with strong activity against a kiJling range against a greater 
particular range of micro-organisms variety of micro-organisms 


VeEs-PHENE cleans and disinfects Cnn Sees is ale Reliability— Vestal, for 44 years 
in one operation—keeps costs down : e ‘eieeiienihel has been manufacturing chemical 


products for hospitals 


Many germicides feature some detergent action. VES-PHENE uniquely 
combines full-scale HEAVY DUTY detergent action with the full-range 
germicidal activity of four phenolic ingredients. 





VESTAL INCORPORATED (Ph 





4963 MANCHESTER AVE... « ST. LOUIS 10, MO. « ERSEY CITY. NEW 


For additional information, use postcard facing Cover 3. The MODERN HOSPITAL 





4°x4" straight-hood 
super speed model 


Now Fairchild-Odelca offers you a straight-hood 4x4” cut-film 
photofluorographic camera designed for diagnostic X-ray of ambu 
preventive o 


latory patients, for mass chest surveys, and for 
This straight 


periodic examinations of patients and personnel 
hood camera completes a line which already includes a 70 mm 
available in both straight-hood and angle-hood 


roll-film camera 
cut-film angle-hood model. These four models 


models, and a 4x4 
offer you a wider choice than ever to meet your own specific needs 


All models offer these important advantages 


New 4’x4” Photofluorographic Camera now added 
to Fairchild-Odelca line 


X-RAY CAMERAS AND ACCESSORIES 


80° LESS PATIENT EXPOSURE TO RADIATION 


= 
lest results prov that ive ive patent exposure to radiati 
r 0.2r. That's because the camera's 


Fairchild-Odek is only 10 mas 
me-fitth the exposure 


wentru cal system requires nly 


ma, with the 


oul 


; 
I 


of retrac 


NEGATIVES OF SHARP DIAGNOSTIC QUALITY 


Under 5x magnification, Fairchild-Odelca negatives clearly show the 
lines of a 60-line grid—a resoluti not possible with refractive lens cam 


{ t the Fairchild-Odelca | 


Ne t iM 


cTas nt screenmg una 
} ] ; 
earlier diagnosis results in lower | treatment costs 


CAMERA ALWAYS READY FOR USE 


There ire no dividual cassettes 


All Fairchild-Odelca cameras are available with auto 
th roll-film and cut-film. The 


te id. Ally mu do is press the \-ras 
osure 


vot roll film cassette, is ideal for 

mind perated cussette excels tor 

A 40-exp ‘ it perated cus 

SEC With the 4°x4”" camera 
iticall it one loading 


SAVINGS IN RETAKES, FILING SPACE, FILM COSTS 


1] el 1 ted 1)\ tr ‘Ty lution at the 


Need for retakes is itiuia 
+} 


rh ich stop patient motion, and aut 


ratives hich lens speed ‘ 


tne 


“ 
ce Vices whic h pre Veqvittl MW CTTOTS 0 iden 


requirem processing 


Industrial Products Division, Dept. 55 
Fairchild Camera and Instrument Corp 
580 Midland Avenue, Yonkers, N. ¥ 


Please send 1 our new leafl 





G 


Caddy Tray Service Unit 
Has Cutlery Containers 

The ¢ Model T-402 
unit for other 


tray 


food 


wddy service 


cafeteria and service 


NEW > 


is now available with ten standard round 
perforated cutlery containers. The unit is 
also offered with a standard stainless steel 
sccessory for dispensing napkins. This is 
removable and may be affixed at either or 
both ends of the cutlery housing. A fold- 
uway shelf is also available on one or both 
ends of all models. The Caddy Corp. of 
America, Secaucus, N.J. 
For more details circle 2494 on mailing card 


Non-Woven Fabric 
Picks Up and Holds Dust 

No. 550 “Scotch” brand dusting fabric 
is a new non-woven fabric treated to pick 
up and hold dust. It is neither paper nor 
cloth scratch, is lint free 
leaves no oil or film. Dusters can 


cannot and 


surtace 


GREX 


1D} E-) = Ge = 1 8D. @ DT 


HIGH DENSITY 
POLYETHYLENE 


ane. 


Tough 
Stain Resistant 
Rigid 


Now available with all J & J 
dish trucks, including the 
new “Assemble and Save” units 
Lightweight, easy-to-handle, 
inexpensive the cost-saving 
replacement for 


heavy, stainless steel boxes 


Many ¢ 


food processing and handling, 


wher uses: tor 


to hold chemicals or 
detergents, wherever extremes 
of temperature are encountered, 
or where the container 

is Subjected to unusually 


rough treatment 


Mold design permits 
secure cross stacking 


To anticipate these varied uses 
Jarvis is offering the boxes as 
a completely separate line, 


now available at your dealer's 


Sold Through 
Quolity Dealers 


arvis 
ey, 


In Canode: Jarvis & Jervis of Canede 


Kigrtincignt 


Resists 
Detergents— 
Odor Resistant 


Net Selling Price 
$5.50 ve. 


mA Ant 


MRAP en S Le 


VIRTUALLY 
INDESTRUCTIBLE 


Wide roll-over edges 
for easy lifting 


Convenient nesting 
without Dinding 








Sales Representotives 
In Leading Cities 
Throughout The Country 


arvis, inc. 


PALMER, MASSACHUSETTS 


1744 Williem $t., Mentres!, Quebec 


For additional information, use postcard facing Cover 3. 


and are sanitary and 
fabric 
inch rolls, 30 vards long, with perforations 
for tearing off individual 
Minnesota Mining & Mfg. Co., 
Ave., St. Paul 6, Minn. 

Fr 


r more deta circle +495 on ma 


he re-used 
disposable The 1s ottere d in 
dusting lengths 


900 Bush 


Heparin Blood-Pack® Unit 
for Open-Heart Surgery 

Specially designed for the collection of 
blood for use in ypen he irt 
surgery Heparin Blood-Pack 
Unit contains Heparin Sodium in Buffered 


fresh whol 


each 


Sodium Chloride Solution 
is sterilized after 


Solution 


lsotoni« 
unit the introduct 
the Heparin 
same advantages found ii : 
Fenwal Blood-Pack Unit. It is des 
eliminate clotting and is supplic 
ind pyrogen-tree Fenwal Laboratories 
Somerville, N.] 


f 


Stainless Steel Plaques 
Reproduce Art Work 
Hospita memorial 


bole mn 


on the 
lettering 
ground. Thev may he 
of hand-rubbed — solid ood 


Plaque Co., Massillon, Ohio 


19 


Revere Shape China 
Saves Tray Space 


Designed to save 
tables, the 


( hin 1 is 


spac ‘ 
Revere 


tilable in the “Cl 


new 


tern in a choice of several tw 


binations The 
ple ising home-like 


tern 1s 


S illoped 

ippearance 

offered on white or ivory vitrified 
The Walker China Co., Bedford, 


hina 


Ohio. 


(Continued on page 246) 
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| Hosni 


ROAD 
DALE, FLORIDA 





. 

R lies 

PAPER TRAY MATS 
AND DOYLIES 


R Pelalat tc 
PRINTED PAPER i on) oe ee) 


ROYAL LACE PAPER DIVISION Gur BROOKLYN 1, NEW YORK 


he Belek Ca-M oe Dom © Erlbal- mm! 
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Sliding Shelf Shelving 
Is Instantly Adjustable 

Sliding Shelf Shelving in eight standard 
sections with extra parts available to meet 


Ht 
rT 


every requirement, are now available from 
L.von Metal Products 
without tools, the shelves can be 


books 


sections are 4 


Instantly adjustable 
used tor 
record storage 


She lving 


supplie s and other 


1m he ‘ 


te eds 


NEW... trom Drthopedic 
12 SMO SMITH-PETERSEN NAILS 


folus 3x6" STAINLESS STEEL BASE 


IN ONE PACKAGE! 


Order now, from your surgical dealer! 





% inches wide and 125 


high 37 16 inches 
deep. Shelves are adjustable on 1'2 inch 
centers, slip easily into slots in uprights 
and automatically lock tightly in place 
Lyon Metal Products, Inc., 2 Clark St., 


Aurora, Ill. 
For more details circle 2499 on mailing card 


Unflavored Gelatine 
in Institutional Pack 

A new three-pound 
ivailable for institutional users of 
Unflavored Gelatine. The carefully 
idized U.S.P. bone-type gelatine is made 
with pharmaceutical care for quick set 
ting and provides a smooth, appetizing tex- 


Knox Gelatine, Inc., Johnstown, N.Y 
500 on mailing card 


now 
Knox 


stand 


<A kage 1s 


ture 
For more details circle 





Pinning a hip? Then you 
need this Smith-Petersen Nail 
12 nails in o 


to 6 


Assortment 
full range of sizes (3 
plus three No. 415 Nail Ex 
tensions all on a com 
pact 3° x6 


base especially designed for 


stainless steel 
easy autoclaving. Nails are 
fully cannulated, Style No 
96, to receive 4,"' guide pin 
and are furnished with deep 


serrated heads 


COMPLETE | 
PACKAGE 


(as illustrated 


ust $100.00 | 








KO Orihopedic 134i26'n369: 


Plants also in SPLINTS - 


Great Britain 
and Germany 


246 


FRACTURE EQUIPMENT - 
SMO INTERNAL BONE APPLIANCES - ORTHOPEDIC SUPPLIES 


BONE INSTRUMENTS 


For additional information, use postcard facing Cover 3. 


Pharmaceuticals 


Catron 
Catron is a 
for the treatment of mental 
belongs to a group of agents known as 
monoamine oxidase inhibitors and operates 
by inhibiting enzymes in the body that de- 
stroy neurohormones. It acts selectively on 
the brain and extensive clinical trials have 
shown it to be highly effective without in- 
terfering with this the liver 
Catron’s unique chemical structure enables 
it to pass the blood-brain barrier easily 
iccording to laboratory studies. Studies al- 
so indicate Catron to be a potent anti-de- 
pressive agent with prolonged therapeutic 
effect which acts rapidly, is effective in 
low dosages, thereby 
ind often supplants electroshock the rapy 


anti-depressant drug 
epressions It 


new 


enzvinge in 


increasing its safety 
since it sustained elevation of 
mood without undue hyperactivity. Lake- 
side Laboratories, Inc., 1707 E. North Ave.. 
Milwaukee 2, Wis. 

For more details circ 


proc uces 


Aerosol Surfacaine 
Aerosol Surfacaine is a fast-action form 
indicated for skin 


( he mi al 


f the topical anesthetic 
thermal 
itch of 

post-surgic al wounds, insect bites and con 
tact dermatitis. The mistlike spray provides 


ibrasions and burns 


pain and vulvar and anal areas 


fine dispersion of the anesthetic coupled 

with prompt superficial absorption for al 

most instant relief of topical pain and dis 

omfort. Aerosol application saves time 

eliminates waste and prevents contamina 

tion. Eli Lilly & Co., Indianapolis 6, Ind. 
=502 


For more deta rcle on mailing card 


Mucilose-Super Powder 

Mucilose Super Mucilose i 
hydrophilic colloid, and Superinone 
that 
includes Dextrose« 


combines 
i cle 
lowers surface tension, and 
to facilitate 
dispersion in liquid. It produces bulk and 
stool for admin- 


or spastic 


tergent 
mixing and 


i softening effect on the 


istration in chronic atonic con- 


stiipation constipation ot pregnancy and 
rectal constipation and as an adjunct to 


fecal bulk 
Broadway, 


inade quate 


1450 


diets that supply 
Winthrop Laboratories, 
New York 18 

For 


more deta rcle +50 


Choles-Trol 

Choles-Trol is a blend of wate r, insolu 
ble cholesterol, serum prote in free of chol 
It is a stable, liquid 
which 


esterol and alcohol 
cholesterol control of known value 
may be diluted in any proportion with wa- 
ter, for use as serum. Scientific Products, 
1210 Leon PI., Evanston, Ill. 


For more details circle 2504 on mailing card 


Nardil 

Nardil is a new potent antidepressant 
drug for the treatment of endogenous de 
pression. It produces a significant elevation 
of mood, often within a few days, but will 
not raise moods above normal. Clinical in- 
vestigation indicates its efficacy as superior 
to that of electroconvulsive therapy, and 
reports no evidence of liver or other s« 
rious toxicity. Warner-Chilcott Laborator- 
ies, Morris Plains, N.J. 


For more details circle 2505 on mailing card 


(Continued on page 248) 


The MODERN HOSPITAL 





Use Stevens Utica-Mohawk Striped Sheets 
. That Are Practical, Too 


For Glamorous Bedrooms 














Add distinction to your bedrooms the way many of 
America’s finest hotels have already done: 

specify Utica-Mohawk single color or multi-color 
striped muslin and percale sheets 0 Utica-Mohawk 
striped sheets transform an average bedroom 

into something very special. And they give extra value, 
too! Strict quality controls assure unsurpassed 
smoothness, firmness and strength. Stevens 

Exclusive Delta Finish® means brilliant whiteness, 
clear true colors, long-wearing beauty. Good 


reasons why Utica-Mohawk sheets / 

sales to hotels, hospitals, motels and other institu 

DO Stevens Utica-Mohawk weaves four sheet types 
(Utica® 140, Utica-Mohawk* 180, Beauticale* 200 
Utica-Mohawk 130) tion of styles: flat 
fitted, bleached, colored, striped, } 
hems, reversible hems, stamped sd ntification 
bonnazed, kaumagraphed. 0 Overnight shipment 
unequaled service from leading contract distributors 


’ la 


equipped with complete stocks. Write to us today. 


in a wide sele« 


rrinted, regular 


Stevens Utica evn) Mohawk Sheets 


3 ? STEVENS & CO, INC 


Vol. 93, No. 3, September 1959 


STEVENS BULDING, BROADWAY aT dis: ST NEW YORK 


For additional information, use postcard facing Cover 3 





Literature and Services 


@ A service manual and instruction book 
for the O.E.M. Mechanaire, Models 55 and 
55H is now available from O.E.M. Corpo- 
ration, East Norwalk, Conn. The 24-pags 
booklet carries simplified instructions on 
the Mechanaire, how it is used for maxi- 
mum benefit to the 


patient 
maintenance procedures for long life, and 


preve ntive 


service instructions 
F more details circle 27506 on mailing card 
@ Diagrams, specifications and a discussion 
of the features of the Steril-Aqua 
system of producing pyrogen-free water 
from boiler steam are contained in Bulletin 
No. IN201, available from Wilmot Castle, 
1934 E. Henrietta Rd., Rochester, N. ¥ 


2507 on mailing card 


majpor 


For more details circle 


yes, they ne actually 


DISPOSABLE 


now 
dis 


SURGEONS’ LATEX 


@ Packaged Liquid Chillers for use in air 
sub 
ject of a four-page folder released by the 
Frick Company, Waynesboro, Pa. Bulletin 
No. 802A gives specifications on these 
] 


ind 


conditioning and other areas are the 


completely asse mbled units, capacity 
principal dimensions and general informa 


tion on the equipment 


For more details circle 2508 on mailing card 


@ A booklet on “A New Concept in Hu 
midity Therapy” is available from Walto 
Irvington 11, N.J. The 
shows how the new 
HA Humidifier gives 


Laboratories, In 

illustrated booklet 
large canopy Model 
the patient complete 
facilitates nursing care and occupics 


freedom ot 
ment 
a minimum amount of storage space 
7509 


For more deta rcle mm mailing ard 


(PATENT PEND.) 


GLOVES 


Now save time and money at the drop of o glove. Perry 


disposable surgeons’ 


latex gloves are priced low enough 


to be disposable, saving the cost of reconditioning gloves 
and the time of laundry personnel and nurses. No more 


washing, sorting, 


testing and packaging for autoclaving 


Just sterilize Perry disposable gloves in their autoclave 


package (with autoclave-indicator tape). 


Use them with 


the full protection of new gloves* and throw them away 


White or brown latex. Full range of sizes, 6 through 9 
including half sizes. Powdette (R) biologically absorbable 


dusting powder included 
*Perry disposable latex gloves 
fications ZZ-G-421, Amendment 4 


meet 


government 


speci- 


EASY-OPEN AUTOCLAVE PACKAGE 


UL ae 


© Teor 
autoclaving. 


ologically 





SALES REPS. 


W. A. BUSHMAN 
ASSOCIATES, Inc. 


1841 Broadway 


NEW YORK 23, N.Y. 


For Somples and Further Information WRITE DEPT 


err 


® Packet of Powdette (R) bi- 
absorbable 
dusting powder in cuff. 


® Ready for autoclaving. 


open from top after 


® Scotch" brand hospital avto- 
clave tape on package. 





RUBBER COMPANY 
MASSILLON, OHIO 


For additional information, use postcard facing Cover 3. 


@ The new hospital food system lesigned 
to “end Diet Tray Confusion 
n a four-page bulletin, “Food-ala-Cart, 
vailable from Nutting Truck and ( 
Co., Faribault, Minn. How the 
erates to save speed food preparatior 
nd service, and provide tasty food 

ussed with details of the he ating and 


interior 


1s ce “ ribed 


aster 
svstem op- 
time 
is dis 

ool- 
versatile recessed in 


ing system 


sulated beverage dispensers and other 


features 


rm 


re deta 
@ Bulletin No. FL-264, available fr 
Crescent Metal Products, In 
Ave., Cleveland 10, Ohio, describes 
the complet line of bile all 
luminum food service equipment Mobile 
ind cold cabinets, lift cabinets, racks 
dollies and three types ft 
red food warmers are illustrated in the 
four-page bulletin 


For more deta 


IS9O! St 
Clair 
Cres-Cor m 


hot 


onvevors infra 


Savers” for 


ind restoration 


@ “Sonneborn Building 


maintenance construction 
ire the subject ot 
ivailable from L. Sonneborn Sons, Inc 
404 Fourth Ave., New York 16. Subjects 
described in the bulletin incluck products 


water and d 


1 four-page brochure 


for floor treatment iumpproot 


ing, root coating, and paints ind 


tive 


prote ( 


coatings 


de 


® Bulletin SC-1 describes a medical we 


type intillation counter with transistor 


ed pre implifier is well as accessories for 


WiOus rth le il suring 


lletin 


detecting and me 

nstruments used in medicine. The b 

ivailable from Nuclear “fe 
2460 N. Arlington Ave 


isurements 


Indian ipolis 


Saver” Safety Ladders 
Bulletin SL-1 rece 
The Patent Scaffolding 
I'welfth St., Long Island ¢ 
Full des riptive informati 
1 on these laddet 
safety ind strength ot 
with the 
of sizes 


Trouble 
mw Ss bject ot 


ol 
iy 


released by 
lin 8-21 
N.Y 
senter that 


efficiency of a rolling 
ind dimensions is in | 


’ ~S4 
’ ez 14 


An illustrated catalog feat 
© of the Metropolita 
North Washin 
Wilkes-Barre 

uded in the 2} ig 

) Sani-Stack ¢ 

Shelf, Immersion Baskets 

Baskets, Racks and ( 

Shelving 


‘ 


\fis 


irriers 


® “Modern Fire Protection for Schools 
Churches, Hospitals and other Institutions 
the titl ot 
American l 
Safetv De pt 
ottered to 


1 
sonnel 


anew brochure pt blished b 
iFrance, Institut il | 
Elmira, N. Y. The be 


institutional 


woklet 
mana 
isa public service by 
France, long-time mat 
rotection equipment 
institutior 
tvpe ind S17¢ 
t 
"1 ishers best suited tor 


~—5S 164 ard 


more details 
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Let us help you plan the modern ceiling 
that’s right for your hospital! 


sultation 
selection of ng products and 

Because he is a member of the w 
Cal organization, your Acousti-Cel 
can offer these and many other “Quality Plus” benefits 
Get the best. Give your hospital the benefits of technical 
skill and product superiority resulting from 34 years of 


Celotex leadership in the field of sound conditioning 
f j 


SHOWN : New Steelacoustic ~ Panels, 2’ x 2’. Also available 2’ x 4’. Economical, incombustible. One of many acoustical products “by Celotex’! 


Acousni-Cetortex. 
pr mer ter 


Products te Meet Every Sound Conditioning Problem ...Every Building Code 


The Celotex Corporation, 120 S. LaSalle St., Chicago 3, Illinois 
+ ted vw , 


120 S. LaSalle St., Chicago 3, iilinois 


) The Celotex Corporation, Dept. G-99 
‘ 


please se 








’ are 


In Canada: Dominion Sound Equipments. 


3, September 1959 For additional information, use postcard facing Cover 3. 
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Now...A Really PORTABLE Aspirator 





Weighs only 161/ Ibs. 


Complete with Yankaver 


suction tube and 
utility wrench 





COMPARE THESE FEATURES 


@ Totally enclosed heavy duty motor... 
requires no lubrication... rubber mounted to 
insure quiet, vibrationless operation 


@ 32 oz. suction bottle 
Perfectly balanced .. . 


easy to carry | 





@ Simple filtering system...suction gauge 
and regulating valve 


@ Durable finish... Sklar two-tone baked enamel 


ye LONG ISLAND CITY, N. Y. 


Sklar Equipment is available through 
accredited surgical supply distributors 
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from LUXO 


. + 
Hospital Lighting Fixture 
e INDIRECT LIGHT ¢ NIGHT LIGHT 
e CONVENIENCE OUTLETS « LAMP WALL MOUNT 


-ALL IN ONE COMPACT UNIT! 


a 


“ ” OTE The UNI-LUX Hospital Wall 
Yu Lighting Fixture Designed 

for new construction 

or remodeling 





ee 
- 





Now hospital rooms and wards 
can be equipped with a modern 
Luxo wall unit UNI-LUX that 
provides — upward indirect light- 
ing, a night light, grounded con- 
venience receptacles for radio, 
heating pad and other portable 
electrical units...PLUS a wall 
mount for the famous Luxo Hos- 


pital Lamps 





UNI-LUX 
unique - versatile UNI-LUX may be custom-wired for 
complete remote or local control. Available 
Overall Height—12 inches in lamp matching colors. UL and 


Overall Width— 6 inches ; ; 
Overall Depth with : CSA approved 


B-drecket— 5 inches 





Universal Mounting Plate 

UNI-LUX may be mounted to a standard #72171 box. If plaster 
cover is required, use #72C13 or #72C14 covers. Architect and 
engineer specification sheets are available upon request 








Famous, dependable Luxo 
Lamps serve patient, nurse 
and doctor in many ways 


With finger-tip control, Luxo’s rugged spring- 
balanced action lets you raise, lower, turn 

or tilt lamp to put light exactly where 
wanted and STAYS PUT! Easily moved 
out of way when not in use. All Luxo Lamps 
can be positioned in the I.V. holes 


Luxo Lamps are available in 30, 45, 60 inch 
extended lengths. In modern decorator . - . 

colors. UL and CSA approved Aff if 
Write for complete catalog and technical ON CHART REFERENCE DESK 
information on all Luxo models. 
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© Supplement No. 3 to Catalog LG-1 lists 
more than 900 new items in the Pyrex 
brand laboratory glassware line. The sup- 
plement is available from Corning Glass 
Works, Corning, N.Y Pyrex 
and Vycor laboratory ware and over 700 


custom made items 
For more details circle 2517 on mailing card 


and covers 


@ Faucet stems fitting over 300 different 
types of fixtures are shown on the “Eye 
Dentification” chart offered by Crest Mfg 
Co., Inc., 4-65 Forty-Eighth Ave., Long 
Island City 1, N.Y. With the chart any 
stem can be quickly identified and replace- 
ment ordered by a code number. Stems not 
shown on the chart will be duplicated if 
sent to the company 
For more details circle 2518 on mailing card 

@ Stainless steel hospital equipment is de- 
scribed and a special grade recommenda- 
tion chart and sample specification chart 
are included in “It Lasts As Long As The 
Building,” a booklet available from Armco 
Steel Corp., 1054 Curtis St., Middletown, 
Ohio. Building applications, surgical in- 
struments and fracture applian es of stain- 
less steel are covered and there is a page ot 
suggestions for easy cleaning 


For more details circle 2519 on mailing card 


eA two-page, two color bulletin describ 
Jeta line of 20 KW electric 
generating plants is available from Jeta 
Inc., 957 Saw Mill River Road, Yonkers 2 
N. Y. Complete specifications and a listing 
i\ iil ible for 


these power plants are included 
3520 on mailing 


ing the new 


of the optional accessories 


For more details circle 











® Brochure 8-500 shows how an original 
for automati 
low-cost machines 
a new Automatic Keysort System which is 
adaptable to centralized or decentralized 
all SIZeS The 
Royal McBee 
, deve lope rs of the 


can be code d 


with 


unit record 


processing using 


yrocedures in — of 
is available from 


Port Chester, N.Y 


pwrochure 
Corp., 
svstem 
For more detai!s circle £521 on mailing card 
@ Form No. 4677-E27 describes the Liq- 
uid Oxygen Customer Station availabl 
from Ohio Chemical & Surgical Equip 
ment Co., 1400 E. Washington Ave., Madi 
son 10, Wis. How the station is particularly 
helpful to hospitals because of space say 
ing, sizes available and other information 


are included in the brochure 
For more deta rcie 2522 on mailing 


9850 N 


vives < ompl te 


@ Ilg Electric Ventilating Co 
Pulaski Rd., ( hic iVvo 41 
specifications and construction information 
on its line of electric unit heaters in Bul- 
letin No. SOS. The four-page bulletin 
covers 14 models and data on newly de 
signed Ilg units 


For more deta =523 on ma 


@ Complete specifications on the full line 
of Wincinator Commerical Incinerators are 
prese nted in a four page folder released by 
Winnen Incinerator Co., 932 Broadway 
Bedford, Ohio. Both stationary and portabl 
illustrated 


stom 


heavy-duty incinerators are ind 


described and data is included on ci 
built models with optional equipment for 
special needs 


oo 4 
deta rcle 4 


and Lac 
NW 
booklet 


@ The National Paint, Varnish 
quer Assn., 1500 Rhode Island Ave 
Washington >, D« . offers 
on “Painting New Plaster.” 


2525 on mailing card 


i new 


For more deta circle 


Book Announcements 


Davis and Warren, “Urologic il Nursing 
6th ed 196 pgs., $3.75. Hutchinson 
Chemistry, The Elements and Their Re 
actions,” 745 pgs , $7.50 Mont ig 
Swenson, “Fundamentals in Nursing Care 

ird ed., 581 pgs., $5. W. B. Saunders Co.. 
W. Washington Square, Philadelphia 5, Pa 


nm mailin 


and 


F more details c 252 


Suppliers’ News 


Ritter Company, Inc., 404 West Ave., 
Rochester 3, N.Y., manufacturer of medi 
cal hospital and dental equipment in 
nounces that the consolidation with Wil 
mot Castle Co., 1777 Henrietta Rd., Roch- 
ester 2, N.Y., reported in the April issu 
of The Modern Hospital 1s completed by 
exchange of Castle common stock for 
Ritter stock. According to the 
terms of the consolidation, the Castle Com 
pany will henceforth operate is a subsid 
of Ritter 


common 


wiry 


> 


American Sterilizer Co., Erie, Pa.., 
tacturer of hospit ul and laboratory « quiy 
that 

plasma volume expander formerly distril 
uted by Wyeth Laboratories, is 
distributed exclusively by Amsco Labora 
of the American Sterilizer Co 


manu 


ment, announces Plavolex (dextran 


now being 


tories, div 


—HROUD ae 


THE COMPLETE 


for those records to 


which you make frequent 


reference or postings. 


You can find, refer and post to ACME VISIBLE 


records faster because 


Indexing titles are clearly exposed 
to remove the card 
possible misfiling eliminated 


eae 
Refiling an 


ACME VISIBLE record systems save TIME and MONEY for you. 


@ Business Office 

@ Admission Office 

@ Information Desk & Switchbeerd 
@ Pharmacy 

@ Record Room 


Services of the ACME VISIBLE representatives in 


helping you to analyze your recor 


select or design forms and equipment most practical 
for the purpose, are available without obligation. 


requirements, 


ACME VISIBLE RECORDS, INC., Crozet, Virginia 


Please send us booklet 
#997 “Hospital Record Efficiency” 
#971 Acme Tray Cabinets & Cord Books 
(CD Hove representotive coll. Dote 


(C0 We are interested in Acme Visible Equipment for __ 





Hospitol 
Chy. 


Zone 





C #975 Acme Fiexoline Cotolog 
Time 


kind of record 


Attention 


@ Chin Strap @ identification Tags 
@ Cellulose Pads @ Tie Tapes 


=nroup pac 


SMO DM is the time saving procedure for 


easier, cleaner and faster handling of the deceased re 
—~ 


Each SHROUDPAC KIT contains — 
@ Opaque Hospital White Linen 
Weave-Plastic Shroud Sheet 


—- PACKAGE FOR 


HANDLING THE 
DECEASED 


IN THE CONVENIENT 
DISPENSER OF SIX 


Featured by these Leading 


HOSPITAL SUPPLY DISTRIBUTORS 


throughout the United States and Canada 


American Hospital Sepply Corp. 
Meinecke & Co., inc. 


ay 


f 


@ Polythelene bag for personal belongings 


2265 


Stote 


For additional information, use postcard facing Cover 3. 


For Further Information 


PATTON HALL, INC. 
W. ST. PAUL AVE 


. Contact Your Distributor 


SHROUDPAC is an exclusive 
product of Patton Hell, inc 


e CHICAGO 47, ILLINOIS 


The MODERN HOSPITAL 
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$38 American-Standard Plumbing & 
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NEW disposable 


LACTA’ PADS 


cut cost of postnatal breast care 


e encourage self care 

e reduce demands on nursing scaff 

e save on laundry 

e eliminate need for costly hospital improvised pads 
e promote better breast hygiene 


SEAMLESS 





HOSPITAL Division 


THE SEARALES S RUBBER COMPANY 


NEW HAVEN 3, CONN U.S.A 











